


\taloc;i I 










MU 



hi Star Iron Co., Ltd 



m < 

Montreal 



i 



A 












' 











I 



I 






i 



'-> 



THE 



STAR IRON COMPANY 

===== LIMITED ===== 

109 Craig Street West, Montreal. 



Manufacturers of 



The "New Star" Hot Water 

Boiler 

Soil Pipe and Fittings 

Iron Pipe Fittings 

and 

Jobbers in 
General Plumbing Supplies. 



1909. 



A he St 




n Company, Limited. 







.Hi: it • ' 

\J%% MANAOf n 




NOTICE 



THIS CATALOGUE CANCELS ALL PREVIOUS 

ISSUES 



Orders from this catalogue are accepted subject tc 
the following conditions 

We assume no responsability whatever in the ship 
ping of goods, a clear Bill of Lading from the Transport- 
ation Company being sufficient proof that the goods 
have been delivered in good order. In case of damage 
or shortage, consignees must therefore file their claim 
with the Transportation Company. 

Contracts and quotations subject to circumstances 
beyond our control such as strikes, fires, accidents, etc. 

Our goods are guaranteed against defects in ma- 
terial and workmanship and we assume responsability 
for the said goods but not for any extra labor or inci- 
dentals in connection therewith. 



TERMS: 

All accounts are opened at 30 days and a discount 
of 2% will be allowed on payments within 30 days from 
date of shipme All remittances to be made at par in 

Montreal. 

All accounts subject to settlement by note or draft 
within 10 days from date of shipment. 
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THE " NEW STAR" 
HOT WATER HEATER 




Showing High Base with Moving Ash Sifter 



THE STAR IRON CO., LIMIT! l> 



ji 



NEW STAR 



»> 



HOT WATER HEATER 







Showing Syphon Attachment for Heating on same 

Level as Heater 



We supply this Syphou Attachment in place of Return 
Header, free of charge when required. 
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Syphon Injector 

Hot Water Heating Brought to 

Perfection 



BY THE USE OFTHE 



" NEW STAR " HEATER 



AND ITS SYPHON INJECTOR 



NOTWITHSTANDING all the improvements which 
had been made in hot water heating, there was still 
an objection, which was very difficult to overcome and 
which gave rise to many vexations disappointments and 
disagreements. This was, that the radiators on the lower 
floors, and especially in the basement, never heated as 
well as those on the upper floors. The water, when heated 
in the furnace, was apt to rise in the upper stories in 
preference to the lower ones, and it was only when cir- 
culation was well established in the upper coils that coils 
on the lower floors commenced to heat, and, even, then, 
the heat developed very slowly and necessitated a large 
on sumption of fuel. 

Having studied the most improved systems of heating, 
we succeeded in building a furnace with a "Syphon Injec- 
tor", by the aid of which the circulation in the coils of 
the l.»wer stories is increased by the speed of the circula- 
tion in the coils of the upper stories. This important in- 

tion, which we have patented, works admirably and 
gives great satisfaction. 
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Ashpit for Low Base Boiler 




View of Ashpit without Ash Sifter 
for Low Basements 



We make a low B e, which is pr < 

rather low. 



The Grate 

"meted to allow for li 

nd compl combustion of . [, 

acts at tl, ame time and alike upon all p 

f* rem °™8 ■ ly n,-ar th, iu . 

f,rc " "^ "ter. It can be taken oui ,i aCl 

in a few minutes without disturbing the h< r . 
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er 



PATENT MOVING ASH 

SIFTER 







s 






The High base]"New Star" Heater 

is provided with a " PATENT MOVING ASH SIFTER.' 
The same handle shaking the grate, and sifting the ashes 
at the same time with closed door-,. There is therefore no 
accumulation of hot ashes, thus avoiding the burning of 
the grate bars. 
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FIRE-POT 




THE PRINCIPAL OBJECT 

*PU «4 perfect ciiw, 
npon the H, 

n the i, , * 



THE FIRE POT 



"'•- Mrroandiaf tiu fir 



,' brick « ducti, 

,'"" «?«€< fr.„„ |b« fuel ,„ 






IV I 



" adhere, as in 



Utta, eflf,, ,,„<-,, with 



THE STAR IRON CO., LIMITED 



"NEW STAR" 
HOT WATER HEATER 



«.» 






: circu- 
:igh 



UCt: 

I and 
in 

:th 




Sectional View 



Showing linw each part of the heating surface is act 

upon by the fire. 
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THE 
11 NEW STAR 



>> 



HOT WATER SECTIONS 



Nos. 1, 3 and 5 




Fig. A 



1 mj i.VSS 

durability in ol Water Section 

tit should be broueh, « 

' "' '" contraction o« the 

lh undue .train. anTthe Heater 

i 
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THE " NEW STAR " 
HOT WATER SECTIONS 

Nos. 2 and 4 




Fig. B 

This Section was patented in May i8<>6, thousands 
lave been put up since without a single break, and it is 

•v claimed by thi best engine r- to be the only through- 
y reliable Hoi Water Section on the market* 

While the special ring shape of our Hot Water Sec- 
i <ns injures perfeci safety linst accidents, it has al 
he merit > <i showing an unusual area « >f heating surfa< 
ind it is due to this faci that the "New Star' Heater 1: 
■ lined the reputation of 1. ing the most economic 
[eater known, by io to 15 per cent in combustion. 

The Sections A and B are made in a ^erie-, of hollow 
oiieeiitrie rings connected at a single point at tin. back 

»f the furnace. These rings independent of each other. 
\ill expand more or less and stand the various chang 
n Temperature without any danger of breakine. 

Tlnre are two different patterns of Section-, ne 
laving a ring of a different diameter to the other, and whi 
in place above the fire-pol the rings f the first sect* 
natch the soaces of the next one and 30 0,1 to the last 

tion on the top of the furnace, so that the heat i- 
compelled to travel from right to left and vice ver 
thrnueh the section flues a great many times before 
reaching the -moke pipe, where it cscanes finallv in a 
3tate comparatively free of any combustible gases. 
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THE " NEW STAR " BOILER 
WITH HOT WATER ATTACHMENT 










FOR 



WATER HEATERS 
" NEW STAR " BOILE 




When hot water is required for household purpoi 
the above Casl Iron I: is supplied. This Heater sit- 

on top of the lire pot and under the first tion. 

PRICE LIST 

Nos. each 

o tn 3 . $2.00 

4 to 6 .17- 

(> ami larger .... 4. 
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PRICE LIST 



ADOPTED BY CANADIAN MANUFACTURERS, 

March 2nd, 1908. 



Twin, Triple and Quadruple Connections. 



15 





* 

SIZE 


TWIN 


TRIPLE 


Quadr 


uple 


> 














> 




OP 
BOILER 


List 


= - 
35 = 


Li^t 


Run of 

Header 


List 


o if 
X ~ 


Cm 



If 

N 


No. 
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No. 




135 


5" 


200 


6- 


270 


8 


4" 




O ,"5 •■••• • •■•* 


ITS 


6" 


250 


8 


350 


- 


m - 






190 


6" 


300 


8 ' 


HHI 


9 ' 


h - 




s 


230 


B" 


354' 


9" 


Ifin 


10" 








250 
300 


h" 


400 

450 


9" 
10'' 


500 
600 


10' 
12 ' 


6" 




10 


8 



No allowance made fcr ordiuf-ry headers. 
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WEIGHT AND SIZE OF GRATE BARS FOR THE "STAR 

BOILER, OLD PATTERN. 



Size of 
Boiler 



Wei eh t and 
Length of Bar 



1 



1st 

Bar 



ngth, inches 



Weight, lbs, 



Length, inches 
Weight, lbs 






2nd 
Bar 



3rd 
Bar 






10 



l :-: ' 



u 



I" 



- * 

CS H 






Length, Inches 



Weight ] 



Length incl 



- - 
3 ■ 



Weight, lbs. 






13 






1th 






1" 



13 



Hi 






13 












12 




17'- 



M 



Lfl 

13K 

JO 



5»h 
Bai 



6th 
Bar 



7th 

Bar 



• f • - 



I6H 



12 






Weight, lbs 



gl ii in. I 



5 



Weight, lbs. 



M 






10 



12 



n* 



12 









10 



16 



Length, inch \\\£ 



Weight, lbs 



11 



17 



2l« 









10 



2254 23! w, 

16 iT 



Lei gth, inches 



Weight, lbs. 



16 



11 



6M 



Length, inches 



18K25 i2 !5 If 
20 22 20 M 



H 



19 



Weight, lbs. |6 



i 19 



23 23 16 



8 



Length, inches 19 26fr 27 
Weight, lbs. 



Lengt h, inches 2 1 ' 35^ 

Weight, lbs. 7m ]27 34 



23 






19 






M 



• 1 • . 



Length. inches 



9 



Weight, lbs. 



21 '■ 



Ii 



Length incl 



10 



Weight, lbs. 



26 ! , 



88 



^35* 
2<__ 34~ 

46k 



35^35^ 
89 31 



80K 



Total Weigh 

Set of 

Grate Bars 






2lfc 



Ifl 



68 



75 



35% ; 
39 34 



27 



<• 12« 



70 



70 



IS 






63 



88 



38 



33 



33 






It 



71 



90 



in.s 



J 03 



3 97 



197 



417 



LI ST. PRICE! 12 cents per lb. 



) 




STAR 



Gnie Bar? 



3 



THE STAR IRON CO., LIMITED 



19 



n 



WEIGHT AND SIZE OF GRATE BARS FOR THE "NEW 
STAR" BOILER, IMPROVED PATTERN 



rt 



■ 



ii 



B 






W 



: ■■■ 



."•■ 



197 






!ze of 
Boiler 


Weight and 
Length of Bar 


ISt 

Bar 

13v, 
10 

13' 4 
10 

13^ 
10 


2\\(\ 3rd 

Bar Bar 
18 10 


4th 
Bar 

• ■ • * 

• ■ ■ • 

• • 
■ * ■ • 


5th 
Bar 

• m a - 

• * ■ 


6th 
Bar 

■ • a 


7 th 
Bar 

• * 
■ • . 

• • a . 

■ • a m 




Total weight 

Set of 
Grate Bars 




Length, inches 







Weight, lbs. 


3! 1 




Length, inches 


33 


1 


Weight lbs 


13 |l0 




Length, inches 


16% 


l>\ 




2 


Weight, lbs. 


IS in 


33 






19 
14 

22 - 
17 


15 
10 

21': 
16 


- 










Length, inche- 


15 
10 

10 

1854 
14 

14 


19 
14 

21 % 
16 

24% 
20 

25 
20 

25# 


48 


3 


Weight, lbs. 




14*8 

10 

14 

18H 
14 

30 
26 

30 
26 

35J* 

34 

37 
36 

43H 
59 


• • • • 

• • 

• • ■ 

- ■ • 

• • 

22 

2o \ 
22 

SO ! , 
27 

32# 
30 

: ;6 - 

19 


■ ■ • <| 

• ■ • 

16H 
15 

mi 

21' 

18 

22# 
19 

25^ 
29 






Length, inches 




4. 


Weight, lbs. 


f'j 




Length, inches 


26H 
22 

25% 


24" 
20 

25 




5 


Weight, lbs. 


'JO 




Length, inches 


90 


6 


Weight, lbs. 


22 20 




Length, inches 


30 


:«", 


L55 


654 


Weight, Ins. 


15 22 


26 29 

30 30^ 




Length, inches 


9H 

15 

21 H 
18 


25-, 
22 

27 
32^ 


155 


7 


Weight, lbs. 


35 tf 

37 
36 

13? 8 


29 

35)4 
39 

37fi 
42 

44)' S 




Length, inches 


197 


8 


Weight, lbs. 




Length, inches 


2 1 2 


9 


Weight, lbs 


19 30 


10 


Length, inches 


25H 
29 


M 

49 


339 


Weight, lbs. 


59 


J65 





LIST PRICE: 12 cents per lb. 
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GRATE 




In ordering sections of grate, as illustrated above 
begin a, front bar as section No. I and so on to the 
back. 

old si"" alS ° N r nt ' 0n S ' 2e of boil -- and whether for 
old Star or New Star". P.ease note that No. 3 o.d 
Star has b ,, ed )n the pas( w)th gra|es 

-he bars and subsequently four bars, please therefore 
mention whether for a three or four bar grate when 
ordering for Number Three. 
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DIRECTIONS 



FOR 



Operating "New Star" Heater 



* 






above. 
i to [he 



ler for 
. 3 old 
wing 
refore 
when 






Filling 

To fill apparatus open feed cock, when the heater is 
cted with a pressure supply. 

In filling the system, open the air cocks in each ra- 
diator until filled with water, and continue to till until 
about two inches of water shows in expansion tank. 

To Empty Apparatus 

T" draw off water open draw-off cock and air cocks 

in each radiator, beginning- with the highest radiators. 
The draw-off cock is located at lowesl point of Syphon 
Injector at the back of Heater, and if the apparatus is 
]"-■ I3 piped the water will run oul of the entire system. 

Keep Full of Water 

Always keep the apparatus full of water, unless the 
building he unoccupied during the winter months, when 
the water should be drawn off to prevent freezing. It is 

II to allow the water to remain in the system, which 

has been in use during the winter. The same water can 

be used year after year. Never draw the water off while 
there is a tire in the Heater, and never Start a fire until 
the system is full of water, 
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Size of Coal 



The following is the si >i c< .A r. nded with 

ordinary conditions of drafl ough the u oft coal 

and d ik< is permiss; b!< 



u 




u 

•J 




V 




a 


Size 
of Coal 




sire 
of Coal 


$2 


ze 

o! C<>al 


lM 




— 













Q 












Stove 


4 


Stove 


8 


E^'g 


1 


* 


m 




Egg 


9 


1 . 


2 


• i 


6 


I | 


10 


1 » 


S 


• 


7 


* * 














• ■ • 


■ • ■ 






Car 


e of Fire 







T1 *hich govern the care of a modem parlor 

11 »PP'y equally well to tl,« "New .,•" Heater 

I om3 oi fuel is ireful manag nt of 

thc "" Thc nr ' h " M bi tended at regular inten 

and ' lUowcd "' """1 tin temperature I the hou 
has faHi n. 

P< I Ml '■' fuel and regulate the con- 
". and ci nsequenl temperature . [ the 1, ... I 

II I'fferem dampers. We call gpcci B , , ,! 
desirabilit I running deep fires in all kind, of weather 
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To Prepare Heater for Night 

In preparing Heater for the night, clear the fire well 

^Pd with ,l ashes, and fill full with coal. Experience alone will 

how how the dampers should be set, but they should be 

regulated so as to keep a good fire from ten to twelve 

inurs. By having the water hot at the outset, and proper 

'arrangement of draught damper-, there should be no dif- 

llty m maintaining the desired temperature throughout 

the night. Under no circumstances should fire door be left 

open. 

Clean Fire 



of Coal 









Always keep a clean lire, removing ash< - by means 
of rocking grate, or -lice bar through fire door. 










'n par 
Hea- 
mem 

be I 



he 

•he 

tl r 



Clean Flue Surfaces 

To have an efficient heating apparatus it is of great 
importance that the flue surfaces be kept free from soot 
ashes. Clean these frequently with the brush, Easy ace 

i the flue surfaces is provided through the clean-out 
d< m >rs. 

Remove Ashes 

Remove ashes from ash pit frequently; if allowed to 
accumulate there is a danger of burning out the grat :s. 

Care of Radiators 

Occasionally open air cocks on radiators, to oermit 
the escape of air, which may have accumulated fts pre- 
sence will check the circulation. Should any radiator 
refuse to heat open the air cocks until hot water flows. 
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USEFUL INFORMATION 



YXfHKX I ar & e buildings are to be heated, two or mor<| 
Heaters can be connected run separetcl) 

ther, according to the temperature of the weathei 
means of twin connections which art ipplicd at spc 

1 pn I 

In ordering twin connections give -Ketch of I 
3 marking number and flow and return pipes. 

By arrangement of flows and returns, Heaters can b 

made to Miit greenhou . or dwellings and gi nhous< 

combined. ' 

It occasionnally happens thai extra size flows and 
turns are required fur special asions, in such cases 
they will be cast on h< - without ex! charge. ] 

We can also furnish attachments for supplying hot 
water to Baths, Sink-. Wash tubs, etc 

When l oils or Radiators are required to be heated 
i the level of the Boiler, we suppl Syphon Inj< r 
ttachment (<>r the purpo 

When tin- water passing through the Boiler is not 

impl I with lime or other minerals apt to form 

ilers may be used .and e <j in several 

P' with effect) in supplying water for Public Bath-. 

tor < mi, vents. Schools, and for Supplying hot water 

don urposes. 

Surface in Boilers.— The extent of Boiler surface which 
\ h " nM ' -"' to th. ould be proportional to 

1 '' 'I 1 P»P« to be lu-ated. ;iI .d a small apparatus 

urfac i boiler exposed in proportio- 
' l-ipe than a larger on. - the fire is les ,- 
nd burns to less antage in a small fun, than 
in a large one. 

It is more economical to work with a larger surface 
the boiler at moderate heat, than to keep the I r 
at it> maximum temperature. 

. ' Wa *t' l '"' ,,,r , " ^ live .hould have th, 

largest -,1,1c amount of surfae .| ,,, l!l( firc 
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• r n 
he w< 



of Head- 

- 
in be 
reenh 



They should absorb as much as possible of the heat 
im tlie fuel consumed, whatever heat escapes into the 
himney is wasted. 

They should allow the freest circulation of water 
hroughout their entire extent. 

They should not easily get out of order, nor rapidly 
teteriorate by continual use. 
b P e " Valves and Connections. — Every Radiator or Coil 
hould be provided with a valve, which may be placed 
ither on the flow or return pipe, for controling the cir- 
culation and regulating the amount of heat given out. 

All radiator and other valves in the circulating system 
-hould be Hot Water Valves of the best quality, having 
'nil openings to permit the free pasage of the water, 
lows and Radiators and Coils are usually placed near windows 
ind outer walls, so that currents of cold air passing over 
and around them, may be heated when entering the 
ooms. 

Air cocks must be placed at the highest point on all 
Radiators or Coils, to draw off the air when the system 
is filled, or to admit the air when the system is to be 
mptied. 

Sizes of Mains. — All piping should be laid out with 
reference to the free passage of the water in the pipes, 
which will be aided largely by the use of "Y's" and 4^" 
elbows instead of elbows, tees, etc. Where an upright pipe 
stands in the direct way of the main or other pipe, the 
use of our Hot water Offsets is recommended. 

Friction in the pipes hinders circulation, and for this 
reason no smaller pipes than one inch should be used. 

Main flow pipes from the Heater, from which branches 
may be taken, are to be preferred to the practice of 
taking off nearly as many pipes from the b »iler as there 
are Radiators or Coils to supply. 

It is advisable to reduce the size of the vertical mains 

they ascend, say at the rate of one size for each floor. 

As with steam, so with hot water, the pipes must be 

uneonfined to allow for consequent expansion of the pipes 

<*n having their temperatures increased. 



h cas 

- hot 

be heated 
n Injector 

: to form 

1 

■ 
hot wa 

rial to 

appai^ 
rop 

5 less in- 
iace than 



• surface 



iave I 

the lire. 
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" """Blouin. Desforges 4 Latoureue 



* • A 




£a*j Chaudc ct a VArcy* Etc 

COl/v«CUA4 CM *«OC"M» •»<T*VX. 0**««* f , 

^~W, ~^~ ,*..?., <£../*«^ 3*~,-#r 



5/# 




J&*/**+/ 2*> Mars 0*. /A? 



tf«Mitur«, 



!Ulfttlv«w«nt 4 1* votr« n <Ut« du 22 courant. noui 
•°" M *■»■■ *• »out inforMr que U fournalM Star <rut nouJ avon« *o- 
•♦• «n d1ff«V*ntt •ndrott* a toujoura donn* tout* 1* satisfaction d*tlr*« 
*u* partit !M*tMit« Uns prsuvt tneort plus rutur&Ati Cast qua &M 
WfePrWtairas 1-ayant cholMa an pre»l*r lieu o*t fW contents am Xa aps- 
•IfftOT par 1* aulta . 

RstpactusMSawant sounis, 

Blouin Dssforfat a Latouralls. 
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£l 



ft 


- . 


txpt'lt 1* 




■ • - a** Hen 


- 


# 


— 


, ^H 




OMi«p# i* 








VV9 


' 


1 






— 1 




*ri OT. 


tUf 





HICItEY (& AUBUT 

Plumbtn, H«»irrt. Or*vtl and SUie KooUrv 



Cot 9* Mm»i 



^/(*-i/«.*/ 



April 10 UU 



./#^ 7 



to Vho* It m«y Concern; - 



fitMlwm: 



.ourtM. nom 
ui i»om w 
cMon dturn 
It Out IM 
| at ii ip*- 



Npi 



We take *reat pleasure in recommending the 5 tar Hot water 
NMff t0 **• PvMte. as we ^ve installed t^tm m ie v eral houses In this 
Cttjr during the | ist „*.#r. e^d have nad ine best oC results ther«rre*n. 

if ihlriW they will do Ml that the nafcers elate, of thee*, we 
ca* »er>ly say by our o»m •*per1enc« lh»t we ere -ell pleased »1lh t*em, 
&oi>> as to circulation, style and Material. 



Your* truly, 



)•. 



eik-eAjutj 



<v OaJUJ 
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Ogilvie Bros. 

plumber*, oae ant Steamfittera 

'TISVMITHS C0P»tftl4lTlfl _- 



A»» 



>n*> kimung6« PRACKAL SANITARIAN 



*•• 2*t liCoir STnccr 



^../.. a / <^^£/ n f „ y 



wb* 
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2!) 



35. 
iflttere 

► . — 

WTAJtlAV 



-7 



1 






$$a$et ^fttit 



PRACTICAL 



(plumber, <3a*, Steam an*> Wot tOatcc fitter. 



sX?J 






tit, KJUy ^<ri d~xli* A^^ /**^t4c <&^£ 

^t^LrJ 6*^ 1S f< +*<£ ~t*U,P*» /<sU+4 cZsL** * 




#w 
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B. LARTER 

PLCMHER. STEaN »*i> GaSPITTBR 

I -TIMATtfr HHMUHIO 



«0| HPaDI.Na A 
PVONE MLAJ* 60I» 



Toronto. 




l© 



'7 








>-u^->t. 



^ *„ _' ^ 7^y~ ^Y~r***^<^ 

fx^J^U^^ sO^U ^i^< ^^^ */^ *i^* 

-<Uo*y ^jiLtr u^ui. 'y^t 



y"*V^ yf*^ 
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HONEYWELL HEAT 
GENERATORS 




No. i for 



• • 



* • 



1200 K- ft Each $2500 

2 5°o " - •' 3500 

35oo " - * 50.00 
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Casl: and Malleable 

Iron Fittings 

for 

Wrought Pipe 
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CAST IRON ELBOWS 






Straight 



Reducing 



45 u or An§ 



•? iz « Straight 

Inches R , glu Hand 

"-' $.06 

M 08 

1 10H 

16 

''• 20 

2 . • . 28 

50 

3 75 

1.05 

4 T.20 

•••••■ T-75 
5 2.00 

z -/5 



Right and 
Left 


Keducing 


or An 


$07 


$ 


$ 


.OQ 


. 09 




.12 


.12 




.18 


.18 


■ 


23 


23 




.32 


32 




.DO 


.60 


.( 


.85 


85 


-< 




I 20 


I - 




I.40 


14 




2.00 


2.2 




2.30 


- 




3-15 


3-4 



D 



ws 




or An 
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Malleable Iron Elbows 




Straight 




45 or Angle 






or 















Straight 
per lb. 
B'ack Ga'v. 



J 



$40 
20 

,20 

JO 

.12 
.12 

.12 

I 2 

.12 

\2 

[2 



$.50 
28 
28 
28 

19 
19 
19 

19 

TO 

[9 

19 



R'ghtand Left 
per ]l>. 
Black Galv. 



4" 
.40 

2D 

20 

1-' 
12 
12 



50 

2N 

28 

2S 

I<> 

[q 
ro 



45° or Angle 
per lb. 
Black ilv. 



20 

.20 

.20 

20 

20 

20 

.20 

20 



.28 

.28 

.28 

.28 

.28 

.28 

.28 

.28 
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MALLEABLE IRON ELBOWS 





Reducing Elbow 



Side outlet Elbow 



Size 
x % 

H x % 
X n 

x 

x X 
x X 

x 



I 
1 
I 



K X 

x 
x 



Black Galv 

per lb. 

.40 $ .50 
40 .50 



iiul larger 





. 




. 





28 





.28 





.28 


.20 


28 


1 


.28 


.12 


• 


12 


19 



Size 
Inches 

02... 

X x X x 

x x k x 

H X f 4 X ^ 

3*4 x K x ^ 

I X I 
I X I 
I X I 



x X 

x y 2 



x . 



VAx iWx 1 



Black C, 
per lb. 

$0.20 $0.; 
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STREET ELBOWS 



ows 



Malleable Iron 



i 




Elbow 



Black Gil 

per lb. 

20 SO. 



Size 

Inches 

, to 

to 3 



Black Galv. 
per lb. 

$ .20 $ .28 



bize 

Inch 









12 



I r 4 X I 

I', X I » 4 

19 2 x VA 



• 



Black Galv. 
per lb. 

$ .20 $ .28 
.28 
.19 

.10 
.10 



JO 

.12 

.12 

.12 



WING BACK ELBOWS 



Malleable Iron 







Female 



Male and Female 



Size 

Inch 



ize 



cs 



Inch 



es 



4 to I in 



Black Galv. 
per lb. 

$ .20 $ 28 H x 44 
28 '-' x 






x H 



• • 



20 
20 



Black Galv. 
per lb. 

$ .20 $ JS 
.28 
.28 



20 
20 



28 



With Drop 2V2 in. long 



1' 






i x y 2 



> X 






.28 y 8 x 



$ .20 $ .28 
.20 .28 
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UNION ELBOWS 

Malleable Iron 





With Female Union 

Size 

Inches 

.... 



i 
r 

2 



Black Galv. 

Each 
$ .42 $ .63 



54 

63 
90 

05 

55 
30 



1 
1 



8r 

95 
35 

35 

30 



With Male Union 

Size Black Galv. 
Inches Each 
$0.48 $0 



1 
l 

2 
2/2 



A 

72 

1.05 

I 20 
I.80 

330 



93 
108 

1.60 

1.80 

2 70 

4 95 



BOILER, ELBOWS 



Malleable Iron 




Size inch. 



Elbow 




Galvanized 

Coupling 

Boiler Elbows .... $' *« t 

• ... ^ .40 $ .40 $ .jo I- 

with tin', n . 
•Her Coupling .... 



• • 



• • 



u 'tli 111 1 i- 



■ 5 


•75 


.60 


.40 


.40 


40 


•75 


•75 


.60 



• » 



it 
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RETURN BENDS 



b9 



Cast Iron 



fnion 



lack Galv 


Each 




.62 .93 


108 


1.60 


1.80 


1.80 . 




3-JO 4 



Close Pattern 



N.- Centre to Oighl Band Right Hand 

Centre Straight Pitched 

1 in. iU in. $0.22 $0.26 

1 i in. 214 in. .28 ,33 
l l A in. 2.y 2 in. .40 

2 in. 3^ in. .57 






Open Pattern 




Size 


Centre 
to Centre 


Each 


1 m. 


2V2 in. 


$0.30 


1 ' i in. 


3 "i 


.40 


lV% in. 


3-K in. 


** — 

•55 


2 ill. 


4 in. 


.So 



RETURN BENDS 



Malleable Iron 






F 






Close Pattern 

Size Black Galv. 

per lb. 

'n $0.20 $0.28 

in 20 .28 

1 >" 20 .28 



Open Pattern 

Size Black Galv 

per lb. 

in $0.20 $0.28 

in 20 .28 

I in 20 .28 
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Cast Iron Y's and Bends 




Lateral Y Branch 




Keturn Bends with back outle 



SSL. Lateral Vs Straight Reducin, 

*"*■"« Return Bends Return Bend 

1 $-34 $.42 $.4 

1 ' 54 .60 " 

***• <* .80 .95 

2 94 LIS 

2l A ■ . ... 1.66 2x0 

3 2 -5<> 300 3 5 

31 - 3 5o 400 4.( 

4 4-00 5.00 575 

Return Bends arc tapped as gallons. 

I inch, Front outlets tapped left. 

Back outlet tapped right. 

1J4 inch and larger, tapped right all over. 
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CROSSES 



ids 





ack outlf 



Cast Iron 

Size 

Inches Each 

i $o._>- 

\VA J2 

^ 53 

2 .... . .75 

1.30 

3 2.00 

VA 2.70 

4 3-15 

.... 4.60 

5 ... . 550 

6 7-25 

Malleable Iron 



Malleable Iron 
Reducing 

Size 

inches 




1% x y A . . 

1% X I 

I^ X I'; X 1% 

rK> x y A . . 

j X I 



Si 



ze 



Straight Crosses 

Black Galv. \% x 1' , 

per lb. 2 x % 

to 1 $0.20 $0.28 2 

: to 2. . 



Black Galv. 
per lb. 



$0.20 $0.28 



.12 

.12 

.20 

\2 

A 2 
.12 

.20 
.20 
.12 

.12 

.12 

20 

_•■ 1 



• * 



.12 .19 2 x Y\ and l;irk r <T i - 



.19 
.19 
.28 
.28 

19 
.19 
• ro 
.28 
.20 
.19 
.ig 

.19 
.28 

.28 

.19 
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BUSHINGS AND PLUGS 





BUSHINGS 



Cast Iron Plugs 



Size 
Indies 



Va 

I. 



2 



3 

4 

6 



Cast Iron 
Bnsbiugs 



Malleable Iron 

Bushings Size 
H'ack Galv. 



$ 



.04 
04 

05 
.06 

•07 
.09 

14 
.21 

30 

40 
50 

93 



$ .04 

.04 
.04 

OS 

.06 

07 
.09 

M 
.21 



08 
.08 
.08 

10 

.12 
.14 

18 
.28 

42 



! 2 



inches 

. 
J*. . 

y 2 . . 

1 . . 

vi. . 

2 . . 

3 . . 

3K-. . 

4 

41. . 

5 - 

6 . . 



Each 

$0.02 

.02 

.02 

.02 

■03 

.04 

•05 

.07 
10 

.18 

-'5 
38 

--, 
-65 
.88 
o 



iS 
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CAPS AND LOCK NUTS 



Cap 



Cap 



Lock Nut 



'lugs 









. $0.0: 1 


Malleable 


Iron 




Cast 


Iron 


Malleable Iron 


.02 f 


2 in and 


smaller, 


Plain 


.02 1 


»x 


in. . 


and large 


r, ribbed. 


.o:| 












■oj| 
•04 1 

05 1 


Malleable Iron 
Caps 
Size Black Galv. 

Inches per lb. 


Cast I 
Cap 
Size 
Inches 


ron 

s 


Lock Nuts 

Size Black Galv. 
Inches per lb. 


■■"■ 


Va. . . 


, $0.20 $ 


0.28 


24 . . 


$.26 


T i to I#..$.20 $.28 


10 1 


H. 






.20 


.28 


2': 


• 


.40 


i 1 j to 4 . . .12 .19 


:$| 


}■• 






.20 


.28 


3 . 


• 


54 




* 


Va. 






.20 


.28 


ZVz 


• 


•75 




^1 


1 . 






.20 


.28 


4 


• 


.87 




1 


iy*. 






.12 


.19 


AV2 


. 


f 05 




.6:1 


VA. 






.12 


•iQ 


5 


• 


r 20 




MM 


2 . 






.12 


.!•) 


6 


1 


•55 




I 


2/,. 






.12 


.IQ 
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MALLEABLE IRON TEES 




Size 

Inches 

% 



H 





i and larger . 



.20 
.20 
.20 
.20 



Straight and Reducing 

ick Galv. Size 
per lb. Inches 

$0.40 $0.50 ,'■„ x . . . 

.20 .28 %*%%%. . 

•28 fcxH. . . . 

.28 Hx%. . . . 
.28 ■ t x .v„ toy 4 x 

.28 XI 

. xl> 4 . . . . 

1 x $£ x j£ to 

ixHxi. . 

1 x Y A x 1 J 

1 x y A . . . 

ix^. . . 
1 x J4. . . 

IN 

ixitf. . . 

ixi/,. . . 



X A 



1X2. . . . 

1*4 x v x x i an 
larger . . 



Black Gal 
per lb. 

$0.40 $0.5 



1 



.40 
.40 
.40 

.20 
.12 
.12 

.20 

.12 

.12 

.12 
.20 
20 
.20 
.12 
.12 
.12 
.12 

.12 



■5 
•5' 

.i< 

.28 
19 

2S 
.28 
.28 
.10 

19 

19 
19 



ES 



lack 1 


per || 


0.40 I 


.40 


40 


.40 ,J 


20 J 





,12 

20 

\2 



) J 
I 
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CAST IRON TEES 

In fir inner Tees, the run is first name. I. then thi 
let. thus. 



2 in. 



1 in. 



T 

i'i inch 
Are read 2 x \V 2 x 1 





Straight Tee 



Reducing Tee 



Size 

Im-lies 



H 

1 

2 

4 

5 

6 



Straight 

Tees 
. $ .09 

,12 



Size 

I n< 



T< 



IS 

- I 
.29 

41 

73 

1 10 

1 , 



I 
I 



3 



-r. 
5 



.14 

i 

1 - 

;o 






1 



All Teca no! standard will I xtra 
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WING BACK TEES 



MALLEABLE IRON 




Female 

Black G 

All Bizes from Hx ]■ x i x x x , per lb $0 20 ^ 

MALE AND FEMALE 

Black Galv 

zesfron x^ to ix i xH. Per lb . $ .20 $ 

MALE AND FEMALE 
With Drop 2^ inches long 




ze 

inch 



Black 

- lb $0 



W. 
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FOUR "WAY" TEES 



MALLEABLE IRON 




Size 

Indies 

to -' 



Black Galv. 
per lb. 

$o.jo $o.jS 




UNION 



MALLEABLE IRON 




With Female Union 

•ize Black Galv. 

nches Bach. 

l / 2 $04- $0.68 

17 -86 

70 1. os 

95 '-45 

1. 15 ! 

- I/O -t-55 

3.20 4.80 




With Male Union 

Size Black Galv. 

Inches Each. 

y 2 $0.52 $0.78 

65 1. 00 

1 80 1 jo 

l r 4 I-IO I.65 

i J A i-3° *-95 

-' 1-95 2 -9S 

2 J /2 370 5-55 
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CAST IRON 



Branch Tees or Headers 





Back near End 



B 
Back Feed 




End Feed 



Manifolds or Kiln Headers 

[nside 

Diameter p er f t 

3 in $_. _o 

4 i" 2.90 

" 430 

"'" 470 

Made to order. 
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aders 




NOTE 



In ordering be particular to state the inside diameter 
I so the feed whether A, B, or C. 

The usual tappings of headers with one inch front 
' as follows. 

Front outlets left hand and feed right hand. 

Branched Header- with 1I4 inch fronts or larger arc 
ped right all over. 

When more than one feed is required, same will be 
charged as additional front outlets. 

Hack or side outlets, charged as additional front 
outlets. 
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CAST IRON 



Branch Tees or Headers 




Three Branch End Outkt 



Size of Outlet 



in. i 



in. 



4 in. 1 54 in. 



Inside Diameter 






Centre to Centre of 

outlet . . . . • 2# in. 2j4 in 

2 Branch $0.90 *II5 

3 ... I.05 1-35 

4 " 1. 15 IO ° 

I-3S lS => 

6 . 160 2.10 

..... 2 -45 

8 M 2 ~ z 

9 M 3-40 

10 •' 4-00 

11 « 4-8o 

12 " 5 10 

13 M 6o ° 

14 " 725 

15 " 775 

16 " 8.*5 



in 3 



in. 



fl.50 

1.90 
2.40 

- QO 
330 

3 90 

4-50 

- ; 

85 

6- 

650 
00 



, in 2j4in. 254 in. 3 «*• 3! 



$1.95 


$ 


2.40 




28s 


4-3 


3-55 


49- 


395 


S 


42 


( 


4-95 


7.1. 


6.15 


8. 


6 8: 





7->5 


IOC 


7-' 


T< 


8- 


I 1 .6; 



Above list prices for end outlets only. 

Back or side outlets charged as additional front 
outlets, 

When more than one feed i> required same will be 
is additional front outlets. 
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CAST IRON 



Branch Tees or Headers 







Four Branch End Outlet 



: fr 



rill 



in. 


Si A Outlet . . . . 


I : _> in. 


i',m. 


i' ■ in. 


2 in. 




Inside Diameter . . . . 


2*4 in. 


3 in. 


3/^ in. 


3 in. 


3 I 














Centre to Centre of 










I 1 

jo 


Outlet 


3H in. 


ZH in. 


3 ; s m. 


4^2 in. 


-1 








— 




5 - 


- Branch 

■ a 


$2.10 


$-'.85 


$3-15 


$4-50 


f 


3 





2 ;o 


3 45 


380 


5-75 




4 

It 


• • • ■ # 


335 


4 .15 


4.00 


7.00 




6 

— 1 • 


■ ■ • 


4.00 


500 


5 50 


8.50 


>.| 


• - * ■ 


4-65 


575 


6.25 


9-; 


o-f 


7 
8 


• • • • • 


5-25 


6.50 


7-25 




TOfl 


• . . 


5-^5 


? «x> 


7-75 




:r l 


9 


■ ■ • ■ 


650 


8 25 


9.00 




: 


10 


> • • 


7.60 


9.25 


10.00 






ri 


• • • • 


8.00 


975 


10.75 






" 


• • ■ ■ 


8.50 


10.50 


IT. 50 






*3 " 


U n 


1 t.50 


'-75 





Above list prices for end outlets only. 

Back or side outlets, charged as additional front 
1 utlets. 

When, more than one feed is required same will be 
charged as additional front outlets. 
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THE STAR IRON CO., LIMITED 



Cast Iron Cluster Header 




2x4 Header with I tapping, also supplied tappe 

in back or back near end. 



l'.ranches 
_- \ 2. . 

2x3. . 

x 4. . 



2x5 
2 x 6 



Each 
$1.00 

_ 00 



2.40 
2.80 



Branches 
2x7. 



_' x 

2 x 

2 X 

2 X 



8 

9 
10 

12 



S 




With division 1 I back and back near end, 

also supplied tapped back and end. 
Branches I 

2x6 $3 

2x8 4 

2 X 10 

2 X 12 

Tapped for air-cocks and drips, ten cents, 

each tapping extra. 

The above are $V 2 inches wide. 2V2 inches deep ar 
centres both ways, and only made with i-inch froi 

I s. 

Front outlets are tapped left hand, and inlet or f 
right hand. 

Tapped on back always sent, mless ordered otherwi* 

In ordering be particular to state how the tappi' 

are required. 






aders 



THE STAR IRON CO., LIMITED 
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Double Hook Plates for 
Cluster Headers 













X 


2 


for 


4 


['ranch 


X 


3 


4» 


6 


u 


X 


4 


■ i 


8 


it 


X 


S 


M 


IO 


. . 


X 


<> 


»» 


12 


it 


X 


7 


• ' 


1 4 




X 


8 


• 


[6 


• > 


X 






18 




X 


ro 


It 


i 




X 


12 


$4 


-4 


1 • 



Each 

Header $060 



8o 

U 

.... <)<> 

TOO 

MO 

. T.JO 

u 

i-30 

n 

14" 

1.50 
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THE STAR IRON CO., LIMITED 



BOX COIL STAYS 




■v i inch Pipe only. 



In ordering please state whether High or Low 

base is required 



TED 



THE STAR IRON CO., LIMITED 
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YS 



BOX COIL STAYS 



LOW BASE 

For I inch Pipe 

of Header 
cs Eml 

il^in. 

155^ in. 

20}i in. 

25#in. 

30 in. 

• 3'' ! -in. 



w<-nd 
1 nd 

IO ? 4 in. 

14V4 iii. 
19% in. 
24 in. 
20 in. 

38 in. 



Per 

Pair 

$0.60 

-75 
1.30 
1.60 
2.05 

375 










r 



HIGH BASE 

For 1 inch Pipe 

of Header 

es End 

13^ in. 

iSH in. 

23^ in. 

-'7 m -in. 

. f — ' 3-" _■ in. 

37^in. 



Bend 

End 


Per 
Pair 


13 in. 


$"o.6o 


18 in. 


•75 


-j- < in. 


I.30 


-•7 in. 


I 60 


31M in. 


2 OS 


36 's in. 


3-0O 










:><; 



THE STAR IRON CO., LIMITED 









"A" Wall Coil Stays, or Far 
Straps for Close Bends 



K 



r i inch Pipe only 



No. of Pipes 


Height — Inches 


Per Set— 4 Piece 


i 


\Z X A 


$1.20 


i; r 4 


I 40 


8 


21 


I.6O 


10 


« 


I.84 


19 


28 


2.0O 


14 


3- 


2.12 


. 6 




2 60 


(8 


41 


3-60 



ITED 
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or Fan: 
3ends 



"B" Wall Coil Stays 



■'w 






."«• 






For I inch Pipe only. 



No. of Pi 


pes 




single— per set 






Double— per set 


4 






$1.36 






$2.40 


6 






r.6o 






2.80 


8 






I.Q2 






3.20 


10 






2 24 






3 68 


12 






2.48 






4.OO 


14 






2.88 






464 


16 






3.20 






5.20 


18 






360 






7.20 


20 






4.20 






().00 






2 Bl 


ocks and Strap- 


per 


Set 
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THE STAR IRON CO., LIMITED 



( c 



D" Wall Coil Stays, or 
Pitch Straps 




. 



far 










Foi 


f 1 inch Pipe or 


.ly. 




No. of ] 


Pipes 




Height— Inches 




Per Pair 


4 
6 






nJ4 




$o.6o ]| 






16 




;o {I 








20 




*o II 


ro 






23'A 




.02 jl 


i_> 






2&y 2 




i.oo (I 


M 






$2 




I 16 II 


16 
18 






#X 




30 11 






40/2 




2.00 
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s, orlig Plates Half Ring Plates 



> 



•< 



8 



jr 



ipe 















No. of 


Fach 


i in. 


xKin. 


i'- 


in. 


2 


in. 


Pipes 


For 1 

11 pipe 


$0.1 6 


$0. 2 I 


$0. 


25 


s< 


30 


2 


$0.25 


.28 


•35 










3 


■35 


.41 


50 










4 


•45 


;0 


.62 










5 


55 


.62 


75 










6 


•< 


.72 


1. 10 










7 


75 


.96 


i- J 5 










8 


.85 


1. 00 


1.40 














1.20 


1 .60 














I.30 


1.80 














2.00 


2.7* 















The above can be cut to any length to suit 
the number of pipes in coil. 
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THE STAR IRON CO., LIMITED 



HOOK PLATES 





For 


I 


Pipe 


2 


«< 


3 


• . 


-4 


• » 


5 




6 


»» 


7 




8 


» l 


9 


• • 


id 


•• 


ij 




12 


-. 



The above 



y* i 


iy* 


\K 


2 


2j* 


$o.oS $0.09 


$0.10 


$0.15 


$022 


$045 $o.6« 


.18 


.21 


.28 


•43 




•23 


27 


•43 


•65 






•3-' 


58 


.90 




•3-' 


•4' 


.72 


I.I5 




38 


.52 


.88 


1 35 




.48 


.68 


1. 10 






59 


80 


1 -'5 






65 


.90 


F 40 






■70 


1.20 


1 55 








1.36 


165 






1. 00 


1 40 


1.90 







can l>c cut and made to any length to 



suit tlu- number of pipes in coil. 



THE STAR IRON CO., LIMITED 



fil 



STEEL HOOK PLATE 

FURNISHED IN LONG STRIPS 

As many hooks as desired can easily be cut off 

at ribs shown 



•..• 






•e 

in 

in 

,in 

in 




No. of HooV-s ^n St* Ip Free per strip 

30 $2.50 

30 3.25 

25 ... ; 37? 

20 425 















62 



THE STAR IRON CO., LIMITED 



CAST IRON 



SOLID RING HANGERS 




Size 
Plain. 
Galv. 

Proa 

plate bo 
ofln 

rim 



Short 




Long 



SHORT 



H 



H 



i*A va 2 



inchc 



$5oo $5.00 $5.80 $675 $7-50 $ro.oo $14.00 per io* 
?OoO ? 6. 5 o $ 7 .oo $8oo $9.00 5.2.00 $16.00 

Ji »- 'in. rHin iHin. ij-Sin. rftin, 2 in. 



LONG 



Size 

Plain 
Galv . 

Prom 

Imttorn Oj 

ring 



J* ' '* finches. 

'• ; 8 ' 00 * 1000 $^00 $15.00 per 100 

^00 $10.00 $12.00 $1400 $18.00 

»in.2«i n . 2«in. 3 i". $H'm 



ED 
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ERS 



CAST IRON 



Sectional Pipe Hangers 

















Short 



Long 



nches 
rah 



$0.14 
$O.I7 



SHORT 



H 
• 17 
.20 



I 
.25 



1 Va 

.25 

■30 



v/ 2 
•30 
.40 



.40 Each 
•5o 



<< 



size 
nches 

Main . 
lv. . 
ithout 
lipplcs 



} 



$0.22 

$0.25 

.20 



LONG 



■27 
■30 

•25 



.32 

.35 



I { v/ 2 



■35 
.40 



•30 -35 



.40 
.50 

•45 



.-0 Each 
.60 " 



■55 



.. 



I x 4 in. nipples supplied except where 

otherwise specified 
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THE STAR IRON CO., LIMITED 



Extension Pipe Hangers 





af Pta» 3 Wea Plates Buttons 

0, /«I* Each Kach Each 

Va $O.I7 $0.08 $0.06 

1 ' ' ' 18 .08 .06 

T [ 4 • 19 .08 .06 

1/5 25 .09 .07 

* -' t>9 .07 

2/2 ..... . 36 .10 .08 

3 44 .10 .08 

3 '"' 55 .10 .08 

4 r/ ( >3 10 .08 

Y 2 ■ • ■ ■ ■ ■ 90 . IO .08 

I «I2 .10 .08 

•••... 1.35 .10 .08 

Buttons and Rings for y 4 in. to 2 in. tapped for 
H m. pipe, larger sizes for ]/ 2 in. pipe. 



Rid 
E 

$0.< 



•3 






1.0" 
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CAST IRON 



PIPE ROLLERS 



?e 
.tin 



$0.08 .09 



I 
.10 



.16 Each 



TINNED PIPE STRAPS 




Sizes 
J 1 to 2 in 



per 11>. $0.20 



CHANDELIER HOOKS 



MALLEABLE IRON 




Male 




Size 
H in 
V* in 



Female 

Black Gat v. 
$020 $0.28 per 11) 
.20 .28 










r 



tHJ 



THE STAR IRON CO.. LIMITED 



Cast Iron Floor Plates 



SNYDER'S ADJUSTABLE NICKEL PLATEC 




Si/es 
, ich 




Floor 



• • 



Floor 
3 o.2$ 0.22 0.3 2 035 0.38 



BEATON'S NICKEL PLATlD 





Floor 



Sizes 
Each 



Ceiling 

Si # 1 Ik l'> 2 
$0.25 0.25 0.32 0.3s 0.38 

Floor or ci-ilin 






hi, 



THl£ STAR IRON CO., LIMITED 
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ates 



PLATE; 



CAST IRON FLOOR 




FLANGES 




No. 1 




No. 2 



H 

(. 

I 

' 

3 . 

■ 

| '- 
to 



Price 


Size 








Price 


Each 


Indies 


Each 


$0.06 


K x 


3 .... $0.10 


.06 


H x 


3 


• 




.10 


.08 


^ x 


3 


• 




.15 


.11 


N x 


t'A 


• 




.16 


.14 


I X 


4 ■ 


• 




.16 


.16 


I'i x 


4 ■ 


* 




.16 


.24 


V/2 x 


4' 


• ■ 




.22 


•30 


2 X 


VA. 


■ 1 




35 


-35 






42 






.60 






75 













r 



Bfl 



THE STAR IRON CO., LIMITED 






CAST IRON FLANGES 



Size 
Inches 



» / 



X 4 

I i x 4 
Va x 5 



i 

T 



2 
*A 

3 



x S 
x 5 
x d 



x 6 

>; 6 

2 X 6 



x 6 

X 

x 6 

x 6 



2 x 7 

• X 7 

3 x 7 

3 x ; 

2 X 8 



NOT FACED 




Common Flanges 



Price 


Size 


Each 


Indies 


$0.22 


2J4 x 8 


•25 


3 x 8 



P; 



30 3K> x 8 9 

30 4 x 8 9< 



30 3 x 8 i^ 



30 4 x 8 



9 



42 3 x 9 II; 

40 VA x Q M. : 



40 


4 


4-? 


4 


42 


4 


50 


3 


50 


4 


50 


4 


1 


5 


62 


6 


62 


5 


" 


6 


90 


8 



x 

x 9 

x 9 

x 10 

X 10 

x 10 

\ 10 

x 10 

\ II 



I I- 

1.50 

I 



x II I 

x 13J4 280 



THE STAR IRON CO., LIMITED 



6«.» 



GES 



CAST IRON FLANGES 




Faced and Drilled 



THREADED FLANGES 



t of Pipe 
nches 



I D. 












Diameter Faced 

of Flanges Each 
Inrhes 

6 $r.20 

/ ....... I. .40 

7/2 1.60 

sy 2 1.80 

9 215 

9% 2.50 

10 280 

" 3.20 

'-^ 4 35 

i.V.' 500 

'5 675 

*<5 7-75 

19 10.50 



Faced and 
Drilled 


Faced, 
Drilled & 
Bolted on 

F-<-h 


$[.50 


$1.90 


2.00 


2.50 


2.25 


2.75 


250 


3.00 


300 


3.65 


3.35 


4.60 


3-65 


4.90 


4.00 


5-25 


5 75 
6.50 


7.00 
7.80 


8.25 


10.00 


9 25 


12.0 ) 


1250 


15.25 



-n 



THE STAR IRON CO., LIMITED 



Cast Iron Flange Unions 

FACED NO GASKET 








in. 




in. 


I 


m 




in 




in 


2 


in. 




in. 


3 


in. 




in. 


4 


in 


1 


in 




in. 




in 



Dia. of No. of 

Flai Bolts E ac j 

in 3 $o 

'<> 3 

3tt >"- 3 

45* in. 4 

-r* in. 4 

111 4 • . . i 

»»■ 4 , 

f,; 4 in. 4 , 

,n - 4 , 

"^ >n. g 2I0 

in. 5 

u 6 . 

1 1 i6in. 6 3 



THE STAR IRON CO., LIMITED 



1 



lalleable Iron Flange Unions 




Faced 



Dl.i of No of 

In - ll i Bolts I, 

'" 3 

3$4 »n. 4 

3#»n 4 . i 

I m 4 . . 50 

5! ■ m 4 .... 3.00 

6 in. 4 

i in. 4 4 , 

• - 1 4 . . 

« s in. 5 . . . . ( 
For galvanized double Lb^ve .ist pr.tes. 













TMI sl\M IKON CO.. LIMITI-.I) 



UNIONS 




MAl.LhAHI.l. IKON 



li.tl. 



1 



ilv 



4 






V 


.22 




.'7 




33 




46 


70 


rt 


• 


75 


> 1 
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MALLEABLE IRON 



STEAM COCK WRENCH 




Size Each 

11/32 $0.04 

*2/32 06 

15/32 08 

20/32 I0 

23/32 I4 

26/32 20 

30/32 JO 

I 3/32 |u 

I I0/J2 50 






THE STAR IRO\ CO., LIMITED 



STANDARD WROUGHT 

PIPE 

List Revised and Adopted February 15th, 1900. 

N ■! PKICJ 1. Nominal No I 

_*! Blac.aud Thickness Weight 1 hre I 

,>, » mf ' Galvanized per foot per 

!• LH of Set 
068 j A 

.42 1 

.84 l 

I I J 1 l J I 

" IJ4 1.67 1 

1 ' 140 2.24 I 

1 .145 2.68 1 

1 3.61 

4 574 

7 54 
'" .226 900 

IO.66 

> 3" 1 , 

1 43 9 14 50 h 

1 W .-so , 6 

&* 28 18 B 

344 ■ I 

06 

4 ' 
375 j'jrjo 



THE STAR IRON CO.. LIMITED 






WROUGHT IRON 
COUPLINGS 

For Standard Pipe s 



Sizes 
Inside Dia. 
Pipe 

tf . 

Ya • 



2 

3 

4 

AVz 

5 
6 




Plain 
$o.o; 

•05 
.06 

.o; 

.10 



13 
.17 
,21 

j8 

.40 
.60 
.80 

I. CO 

r.50 

1.6S 

240 



1 ralvanized 
$0.06 

.06 

.08 
.10 

.13 

.1 

.25 

.3-' 
.40 

•55 

I.OJ 

1.4" 
2.1 

3-25 
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THE STAR IRON CO., LIMITED 



COUPLINGS 



MALLEABLE IRON 



MALLEABLE IROh 




Right end Left 




Right Hand 



Siz€ Black 

lachta per lb. 

^ $0.40 

• .20 

K 20 

" 20 

20 

I 

• • • • .12 

'< , 2 

12 

2 

- . .12 

' ■ • • • ,2 

• • ,2 



Gal 

per II 






FD 



THE STAR IRON CO., LIMITED 



COUPLINGS 
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*LE IRQ! 



Reducing 



Reducing 



1 iILr 






HI 1 Malleable Iron 




/.e 

Hani ■ 


Black 
per 


Galv. 
lb. 


1 ;X %. . . 


. $040 


$0.50 


Ilx tf. . 


.40 


.50 


1 u y A x -. 


\ | .. .20 


.28 


!*■ ix K. • • 


.12 


.19 


>|:XI . 


.T2 


.19 


1 -■ x I T 4 - • 


.20 


.28 


■ '■x H. . . 


.20 


.28 


■ '•x J/ 2 . . 


.20 


128 


■ I'iX M- ■ 


I-' 


.19 


1 v: 


.12 


• iQ 


■ Vi x 1 % . . 


. . . T 2 


•TO 


I xi . 


.20 


.28 


I 


. . 20 


.28 


■ 


. . .20 


.2 


| x M and 


larger .1-' 


ig 




16 



THE STAR IRON CO., LIMITED 



WROUGHT IRON NIPPLES 





ClOSE 



SHOULDER 







IH 2h H 



IV 8 4 

2 



3 



2tf 8 4 1' 



4H| 1'* .11 -17 .2(1 21 

1**, -13 .20 25 -2y! ::- 10 .45 

■ W 27 .32 .3« '*) ' '« 



2* 8!4 4 I! 

4 4K 5 



1-20 1 35 



I 




50 .6 



117 



:<:* 1 4. r , 1 
.«j| It mj 175 1 



,9 I - 






S 4 


1 . 






8K 454 


.'. 


8«4 ft 


3!4 5 




4 » 




JL^ 




4 





2 50 2 ; 



- 



85 -.i 
u 

101 7.76 



' 7 ID 



• 1 









TED 



PLCS 



THE STAR IRON CO., LIMITED 



WROUGHT IRON NIPPLES 

PLAIN, RIGHT AND LEFT 
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m 





*« 






:= ^— _=r 


J INCHES 


V 

7. 


PRICE OF EXTRA LONG NIPPLES. 






. 

.' - 
o — 

5 « 


u 
o 

- 


Inchi 




1 
1 


1 o\ 


J 5 6.7 


8 
-18 

.18 

.18 

• 21 

.25 

.33 

.15 
. 52 


9 
.20 

.20 
20 
24 

.27 

3" 
50 


10 
23 

.23 

23 

.27 

.29 

.41 

.55 

.67 
37 

1 - 

1 '.•: 


11 
.25 

25 

.29 
32 


12 






i 


■ 1 

i 

2' i A 


3K 
SK 


K| .05 
'. 05 


- 

.08 -09 


.u 

.a 


.13 
.13 


.16 
.16 

.16 

.18 

.23 


.27 

.27 


.15 

.j. 




3 
3 


3 ! J # 




.07 
.08 

-11 


nv og 


11 .13 


'.'7 




i - 


IK 


% 


3'. 




•10 .11 


.13 .16 


,:;i 


J 

1 


3 




i 


12 

.18 


L5 


• 17 




1 '' 


. - — 




i 1 

4' 




.20 


.24 


;i 
39 


.45 

.60 

-.: 


.48 








J 
4 


.15 


23 


-■21 


.32 




1 


1 lY ' 




V: 


IK 


11 


.18 


■ 27 




13 


.39 .48 


.80 


- 




» 


i , 
1 \Vx 


•J 1 


36 

.7'' 

.961 
1.40 


.51 




.72 -80 
1 301.40 

1.4501 77 
1.962 IS 


.96 


1.03 


- 


• 

1 2': 3 


V 


4 
4 

B 


4' 


6 




* 




.91 


1.6* 


180 


1 




3 

1 


1 5 
5' 


3 


1..H 


i L3 


1 14 

1 76 


2.11 

2 5£ 




:; 


1 






6 


i 


11! 


u.« 


i 




i 


'2-00 


1 
22? 


' il 


2.7J 


3.0C 


liS. 25 



Add 60 per cent to above prices for galvanized right 

and left nipples. 






SO 



THE STAR IRON CO., LIMITED 



WROUGHT IRON NIPPLES 



GALVANIZED 
Right Hand 




4 



LENGTH. INC) ' £ prfee- 




PmiCE I 'I EXTRA I NIPPUB 



•NO. 



I 
2 -' 34 



c ; i 

o — 

- r _ 4 



I HC H I 




8 j 9 10 11 



06 •** . -12 -15 1" 21 -24 2t, .29 .31 



1 



! ^__H 06 11 .12 .16 17 21 24 2*; -2<J .31 



I 



IK 14 2 



! 



1 



■•-; 



£>*J *4_0K .h 

l 1 11 .19 



-I* JL!i 21 _1I ~*> 

'« 4', V A .21 .Is 



11 .1* .16 is 23 .26 2* .31 33 

18 21 26 .29' -32 .35 .38 

•24 .2* :.l M .42 47 

•82 •:> ,i .57 .68 69 






- 



16 5 8 70 77 .84 



- 



8 54 4 i „ 4T 

*_ 4i<| 6 j 56 



2V 3 34 4 4', 
4 4': 5 



3 4 I 



8 






6 



1 



_3_ -70] |0 

,; _ 83* 1. 20 1.70 

4 1. 1611.87 

<; 4 4 1. 8-52. 60 



.52 .61 .7i ' , 93J1.03 , || 



LOO 1-26 1. 41 1-561.71 1.86 I 

I 301 60 1 .80J2.00?2 20 2 4<i 2 



2.102 3 15 



2.30 2 mi j 50 



' 8>* 5 2. 303 15 



JL. 6 2H04.25 



EE 



J_ 1.25 



3_30 3 65 4.C51 4,-. 4.86 

3-76.4-20jl.60J5 K) | - 



1.605.005.556 05 6 I 
<ft : 75 t-8C 



^N06_657 |o io 10 






:d 



LES 



:PPU 



THE STAR IRON CO., LIMITED 



SI 



JO 
31 

- .JJ 
31 31 






n 



■ 



•St 1 



SOIL PIPE 



AND 






FITTINGS 












THE STAR IRON CO., LIMITED 



CAST IRON SOIL PIPE 






«ti 



i 



s t 






SINGLE HUB 
l ighl pattern ... 34 

Medium pattern . . 2 3 4 
1 \. II-. pattern 23 4 5 

DOUBLE HUB 

Mi -liuin and Extra rlcavj ! to 6 im b< 

' >iled onl 



5 


6 in. 


5 


6 in. 




in 



THE STAR IRON CO., LIMITED 






SOIL PIPE 

SINGLE HUB PIPE 



inc 



I ight 



li per foot $ 



-. 



• • 



•• 



32 

1 
60 

75 



Medium 

$ ' 
.50 
.68 
.90 

In 



I xtra 

I I r.iY\ 

$0 |0 

■' 
.85 

1.15 

1.35 
2.25 



DOUBLE HUB PIPE 

ize Medium 

in. per foot. $0.38 

56 

74 

[.00 

1.20 

5 ft. lengths. Oiled only, 



.. 









. • 



Extra 
I leax y 

$0. \6 
.71 

1 .25 

I 



Average Weight of Soil Pipe 

SINGLE HUB 

- 

Per length (5 Feet) 



ight 

Medium .... 20 
tra I Feavy . . 27 



:i 


4 


5 


fi 


3 




22 ■ j 


;- 


) 


S 




11 




t5 


65 


7 ; 




lbs 


47 1 


,,: 


85 


[i 1 


170 


1 






DOUBLE HUB PIPE 



Medium . . . 


. 22 


35 


4Q 


70 


80 


lbs. 


Extra 1 1 1 ; 1 \ j 


• 30 


50 


7" 


00 


•5 


lbs. 



84 



THE STAR IRON CO., LIMITED 



QUARTER BENDS 



PLAIN 




Light 

;!"■ • • $0.4; 

1 !«• • . . . 

*! n 1 .00 

;,n - - '-: 

• in. . . >- 
n. . 



Medium Ex.Heav 



$Q.S5 

-«5 
115 
2.00 

2-75 



1 

3- 
50 



QUARTER BENDS 

WITH HEEL INLET 






4 in 




I led 
2 iii. 



Light 
$2.00 



Medium Ex. Heavj 

$2.1 $2 



Cther Sizes to Order. 



D 



THE STAR IRON CO., LIMITED 






S5 



in. 



QUARTER BENDS 

WITH SIDE INLET 




Right Hand 



Side 

2 in. 



Other Sizes to Order. 



Light Medium 

$-Vnn $_? r; 



Extra 

I [ea\ \ 
$2.30 



Double Hub Quarter Bends 




Size Medium 

-inch $0.8; 

.1 inch in 

4 inch r 

inch 2 v ) 

°ch 3 .< 







THE STAR IRON CO., LIMITED 



LONG QUARTER BENDS!* 




Si/e 


Iu 


lliec 


4 Inch 




12 in 


4 " 




" 


4 - 




• ' 


4 • 




24 ' 


4 " 




1 ' 


4 " 




36 ' 



nr Medii 

i-' incli $^ 

3 

3 





6 



LONG QUARTER BENDS 

WITH HEEL INLET 






> 1 , 
-1 inch 

4 

-4 






« . 




Heel 

inch 
2 
2 



> • 



1 • 



In the clear Mcdiu 
12 inch -• 

15 " 

18 " 4 



THE STAR IRON CO., LIMITED 



K7 



:NDI Eighth, Sixth and Sixteenth 

Bends 




', Bend 



inch 





) Bend 


1/16 B 


end 
Extra 


Light 


Medium 


l 1 


$0.45 


$0 55 


$0.65 


70 


83 


in.. 


1.00 


115 


[.30 


175 


_•<><» 


2.20 


2-'. : 


2 75 


3-25 



RETURN BENDS 











MEDIUM ONLY 

Sing'e I [ub I >oubl< I tub 

2 inch $0.95 $1 

3 1.70 200 

1 " 2.40 270 

5 " 365 3-' 

6 " 4.50 480 




Ss 



THE STAR IRON CO., LIMITED 



SINGLE HUBS 




Size Mediu 
2 inch $o 

3 " 

4 " 

5 " i.» 

6 " i 



DOUBLE HUBS 




Size 

_• inch 

3 

4 

6 
8 



L 







ght M 


cdiuni II 


$0-35 


$045 $ (l 


.60 


.70 8o 


•75 


•85 


1. 00 


120 I 


i 25 


1.45 !■&> 






CONNOLLY SADDLE HUBS 



44 *T» »> 



T" Hubs 



Size 



Medium 




2 

3 

3 

4 
4 
4 



x 

X 

X 
X 
X 

^ X 

5 x 



r, 

6 



x 2 inch $0.40 

• 

65 

80 

^ ' 

.... 

1 

1.00 
I 

I 

I 4^ 

140 



2 

3 

2 

3 
4 



3 

4 



X 

x 3 

x 4 







THE STAR IRON CO., LIMITED 






REDUCERS 









2 












2 




3 


Q 


\ 








3 




i 


1 


















I 

to 
to 



inch . 



• • 



». 












• • 









i « 



• • 







Medium 

■ 
i i 

i »5 
M 

i 7 
i 75 
1-3 



INCREASERS 




V urn 
3 inch. ... ... . $o8> 

j 

i ... i to 

US 

1.75 

SHORT INCREASERS 

Tapped for Iron Pipe 



tzc 




Ext 

$r.oo 

' 
1.25 

I . 
1 

1-75 

2.25 

\ -s 
425 

i 



E 






inch Pipe thread to 4 inrh H 



I ich 
$2.00 












00 



THE STAR IkON CO.. LIMITED 



"T" BRANCHES 




_ 




2 in 






_ 


3 


X 


3" 


4 




_ 






3" 


4 






■ 




_ 












4 


c 






- 




X 


■• 












4 






m 
























- 
















Light 

$0.70 

1 


Right Hand 
Medium 

$0.85 

1-45 


$;c| 


1 - : 


M5 


1.6 1 


1 75 


2.10 




*7; 


2.10 


- 


I 7S 

- 


2.10 
2.80 
28o 

2.8o 
28o 


3 

1 
3 

: 


350 


4.OO 


4 


3 : 


400 


4 


350 


4 00 




3.-0 


4OO 


4 


3 50 


400 


• 



I 1 T» » 



BRANCHES 



QJK 



OC- 






WITH SIDE INLET 

x,1, i $1-00 I e li rices of "T 

n be furnu with inlet cither on right or left 

hand -i<l 



THE STAR IRON CO., LIMIT!:!) 
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"T" BRANCHES 



TAPPED FOR WROUGHT IRON PIPE 




Each 

-• ni \ i ' j in. i ' ■ "i- - in $1.60 

3 in. x in. I J .. or _> in. . . _• m> 

4 in. x i '4 in. I'. <>r _' in 2.60 

LONG "T" BRANCHES 



\ 4 null 

4 

4 

I 4 



> > 



. > 




la the clear Medium 

i8inch $4-45 

24 " 

30 " 

3d " - • 6.70 






92 



THE STAR IRON CO.. LIMITED 



Crosses or Double "T" 

Branches 




Plai 



n 



Si 


ze 






2 


X 


2 inch 


3 


X 


2 


■ ■ 


3 


X 


3 


.. 


4 


X 


2 


• • 


4 


X 


3 




4 


X 


4 


• • 


s 


X 


2 




5 


X 


3 


>• 


5 




4 






X 


5 


«• 


6 


X 


2 






X 


3 


«• 


6 


X 


•4 


• • 


6 


X 




.. 


6 










X 


3 


». 


X 


X 


4 


»• 


K 


X 


fl 




8 




6 


* • 






8 








Side I 


nlct 




rig 


ht hand 1 


Tight 


Medirm 


Hx 


tra Hea 


$1.40 


$1.70 




$ 


2.05 


2.40 




2 1 


2.05 


2.40 






2.60 


3 10 




3 ! 


2.60 


3-io 




3 


2 60 


3 10 




3 ' 


3-35 


3<)o 




4 


3-35 


3<)0 




4 4 


335 


3Q0 




4-4 


335 


3-QO 




44, 


5 25 


6.00 




6 


25 


6.00 




6 


5-*5 


6.00 




6 


525 


6 DO 




6 


5-25 


6.00 




6 
13 
13 
rj 

13 
13 



Crosses op Double "T" Branches 

WITH SIDE INLET 
Vdd !.. above li-t p of Doub 1 

Can be furnished with inlet eith< right or 

left hand side. 



THE STAR IRON CO., LIMITED 



03 



OUBLE "TY" BRANCHES 




Plain 



Light 

c li. $1.40 

-' " 2.05 

« 3 ;; 2.05 

< 2 " 2.60 

< 3 " 260 

* 4 " 2.60 

* 2 :: ■ 3.35 

* 3 33S 

x 4 • 3-35 

* 5 ...... . 335 

* * 5.25 

x 3 ; 5.2s 

x 4 5.2s 

I 5. 

* <f 52s 

x 3 '• 

x 4 " 

x - - . 

x 6 • . 

x 8 • 




Side Inlet 




right hand 






E ■■ | 


Medium 


Heavy 


$170 


$2.00 


2 40 


2-75 


_' 40 


2.7-^ 


3-10 


3-60 


3-IO 


360 


3-10 


3.60 


390 


445 


3 <p> 


445 


3 90 


4-45 


3 90 


445 


6.00 


6.75 


6.00 


6.75 


6.00 


6.75 


6.00 


6,75 


6.00 


" 




1350 




1350 




13-50 




1350 




1350 







DOUBLE "TY" BRANCHES 

WITH SIDE INLET 

Add $1.00 to above list prices of Double " I i 
Can be furnished with inlet either on right or 

left hand side, 






I 



'.•! 



THE STAR IRON CO., LIMITED 



<c 



TY" BRANCHES 




Plain 



Si/e 






x 


_• 


!i 


x 




• ■ 


3 


3 




4 


• 


.. 


I 






1 


4 












3 


*• 




J 














» 


1 


3 






4 


• • 






• 








8 


.3 




8 x 








5 


1 . 


8 
















Side Inlet 






right hand 


Extr 


W«bt 


"Medium 


JIea\ 


$0 ;n 


$0.85 


$1 


r.2S 


'•45 




I.2S 


I.45 


I 


' 75 


2 10 




I 75 


_'I0 




> 75 


J. TO 


2 4 


2 25 


2.80 


3 


: 


2.80 


} 


2*25 


2.80 


3 




2.80 


3 


3-5^> 


4.00 


J 


1 


4 00 


4 





400 


4 


350 


4 


. 




403 








■ 



<> • 






"TY" BRANCHES 

WITH SIDE INLET 

to abov< list pi " \ \\ •• 

1 : b( "1' inlel on right or I 

■ 1 sid< 



n 



s 



THE STAR IRON CO., LIMITED 
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LONG "TY" BRANCHES 




In the dear Medium 
x A inch h $ 4 . 4 c 

^ 4 24 • 5.S 

v ' :: 30 • 5 

* 4 36 " . . . 6 

LONG "Y" BRANCHES 




Lj. 



'C 

I x 4 inch 

\ x 4 

4 x 4 

I X l 



• • 



41 



4* 



In thr el if 

[8 inch. . 

4 
30 
36 



• 1 



• • 



• 



Medium 

$ J 45 

• 5 2( 1 

• 595 
6 




9C 



THE STAR IRON CO., LIMITED 



a 



Y" BRANCHES 












Plain 



s,z e Light 

2 x -'inch $ - 

4x2- . I7 | 

4x3- 1.75 

4 x 4 ;; . 1.75 

" X 2 ... 2.25 

- x 3 2.25 

5x4 . -. .2.: 

Z v 

A - 25 

x .. ... 3.30 

* 2 - 3.50 

8x3" 35 ° 

8 x 4 - 

8 x 5 •• • • • - 

8 x 6 - * ' " 

8x8" ' " ' ' 



"Y" BRANCHES 

WITH SIDE INLET 

Add $1.00 to above list prices of " Y's " 
' in he furnished with inlet cither on righl 

or left hand side. 



Side Inlet 
right hand 

Medium 
$0.85 

1-45 

1-45 
2.10 
2.10 
2 10 
2.80 
2.80 

2.80 

400 

400 
400 
4.00 
4.00 



E 

§ - 






A 
A 
A 

9 

9 
9 



mi STAR IKON Ui II Ml II I) 






DOUBLE "Y" BRANCHES 




PL 



ain 









1 

















































$' I 

2 



lc [nlci 




Tlyi i.ih! 




$i 70 




JO 




. 


















I 










' 


' 


1 


' 




•• 




' 




6 




I 








r | 



DOUBLE "Y" BRANCHES 

WITH SIDE INLET 

$r oo 
ui be furnish* h ir ithcr 

or left hand e. 






9S 



THE STAR IRON CO., LIMITED 



HALF"Y" BRANCHES 








Plain 



s 






J 




_> 


3 










3 


4 












4 




-4 




x 


2 




X 


3 






4 




X 








j 






3 




\ 


4 






— 












3 



























2 inch 



• • 



i > 









• • 



Light 

$0.70 

1 
I 

r-75 

1-75 

2.25 

3.50 

350 
3-5o 
3-SO 




Side Inlet 
right hand 

Medium 
$085 
MS 

145 
2 10 

2.10 

2.10 

280 

280 

2.80 

2.80 

-4 00 
400 
4.00 
4.00 
4 00 



E 
Hi 

I 

I 

1 
3 

' 
0.r> 






HALF "Y" BRANCHES 

WITH SIDE INLET 
^ , ' 1 $1 1 to lisl price of Hall " ¥'s " 

n be furnished with inlet either , n right or left 

hnml side. 




THE STAR IRON CO., LIMITED 
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■^■Double Half "Y" Branches 







K 
K 

X 
X 
X 

x 



Plai 



n 



2 111 

2 

3 



4 

2 

3 

4 

- 

3 

2 

3 

4 

s 

6 
3 

4 

s 

r. 



Cll 






Side Inlet 






right haiv I 


1 


Light 


Medium 


1 1 ,m\ > 


$1.40 


$1 70 


% 2 00 


2.05 


2.40 


2.75 


2.05 


2.40 


2.75 


2.60, 


3 i" 


60 


2 6( > 


310 


3 


2.60 


310 


3.' 


335 


390 


4 45 


3-35 


3.90 


\ \5 


335 


3 ! K> 


4 15 


3 35 


3.90 


14 


5.25 


6 00 


6 


5-25 


6.00 


6 




600 


6 


5 25 


'Mid 




5-25 


6 00 


6.7? 

1 
13 






r 3 


- ««y" 


BRANCHES 



DOUBLE HALF 



WITH SIDE INLET 

\<1<1 $r 00 in abovi li-l prices of Doubl< 

TTalf f ;Y's." 
Can be furnisher] with inlet either on right or 

l.'ft hand «i<le. 
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THE STAR IRON CO., LIMITED 



LONG HALF'Y' BRANCH 




Si/r Jn the clear v 

4x4 inch 18 inch $ 

J x 4 " 24 " 

\ x 4 " 30 " 

4x4" 36 " 

Combination "Y" and Eightl 

Bends 




-1 n 4 inch. 

4 v 4 " 3° jnches long. 

4 x 1 6 inch' i iig. 91 



THE STAR IRON CO., LIMITED 
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PLAIN OFFSETS 




















Extra 


e 


Light 


Medium 


Heavy 


ich to 


offset 2 inch. . . . ?o.;s 


$0.95 


?i.iS 




4 " 






-85 


1 10 


L35 




• 6 " 






1. 00 


r.25 


150 




M 8 " 










l 40 






" IO 4 












1.60 






44 i- " 












1 75 




> 


" 4 










1-35 


1 60 


1 




6 " 










[.50 


175 


2.00 


■ « 


" 8 *• 










r.65 


1 95 


-' 




" io •' 










1.90 


2.20 


2.50 




" 12 - 










_- [0 


240 


270 


■ 


* * * ** 

4 










1 50 


180 


2.10 


. 


6 - 










1.70 


2.05 


2.40 




44 8 " 










!-<)- 


2-35 


2.70 


■ • 


14 IO ' 










- JO 


2 60 


300 


• • 


u I2 .. 










2-45 


2-95 


3 40 


• • 


44 14 " 












380 






44 16 " 












4.20 




• 


44 18 - 












480 






44 jo •' 












- ;5 






" -'4 '• 












7.0 




• • 


" 4 " 










. 3-40 


395 


A 5< 1 


• 


" 6 " 










3 80 


\ 40 


5.00 


• 


M g .. 






• 




1 20 


4 85 


5.50 




44 io '• 






• 




4 f.i> 


30 


6.00 


U 


" 12 " 










5.00 


575 


6.50 


ii 


44 14 " 












625 






" 16 " 












6.75 




•1 


4 










4-00 


?00 


6.00 


.. 


44 6 " 










. 450 


5 50 


6.50 




8 " 










. 500 


600 


7.00 


.. 


" io - 










;.=;o 


6=;o 


- 50 


• • 


12 " 










fM, 1 


700 


8 




" 1A " 












-r 






■• ,,, - 












890 
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THIS STAR IRON CO., LIMITED 



VENTILATING BRANCHES OR 

BACK AIR VENTS 





c 



VENTILATING CAPS 



Spigot End, Short 




Size 


Mr.lllllttH 


2 inch . . . . 




3 "... . 


.... go 1 


4 " • • . 

5 "... . 


.... 

.... 


6 • . . . 


.... 4 . 



VENTILATING CAP 




Ontario Pattern 
Si/»- Medii 

in< li 






IRON VENT FITTING 



For connecting Wrought 

Iron and Soil Pipe 

Tapped for 2 inch Iron Pip« 

\"u. 1 for -' in I lull ' ii 
* in. Spigot . $041 

, in Huh ■ 'i 
j in Spigol . 







TtUl STAR IKON CO., WIWIVUD 



lUo 



Cast Iron Thimbles 



WITH BEAD 




ec Each 

n . $045 

.) Ml 

4 in . . . .85 

1 1.20 

'•in . . 1 

STRAIGHT SLEEVES 




Size Each 

2 in. ... $0 45 

3 in, 70 

4 in. . .85 

11. . . . 1 
'• 111 

BRASS FERRU 

BENT 





Size ^^ Each 

J in ... $IOO 

4 in. . 2 00 
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I HE STAK IRON' CO., LIMITED 



TRAP SCREW FERRULE 

WITH IRON BODY AND BRASS COVERS 




TRAP SCREW FERRULES 

ALL BRASS 







^ Tcr doz. 

' ,,K ' 1 $6.00 

3! n <*- 8x0 

4>»ch. IOOO 

BRASS FERRULES or THIMBLES 



zc 

2 

3 

4 
2 

3 

4 




Per doz 

$360 

500 

. 600 

560 

/*> 

. . '(DO 



THE STAR IRON CO., LIMITED 
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, llrI THIMBLES 

^LB WITH HAND HOLES AND COVERS 




Without Cover With Cover 

ch $0.45 $1.0 

7? 130 

"S" CLEANOUTS 

WITH IRON BODY AND BRASS COVERS 




•inch $0;; 

3 • 1 .( 

4 1 40 

5 " r.8o 



8 " Hca\ ) S.ou 

"T" CLEANOUTS 

WITH ROUND HAND HOLES AND COVERS 




. t Lighl 

<"ch , $ 

it ' # 

2-SO 

. 



Medium 

$1.60 
2.20 
2.85 
3-5o 
475 






ion 



THE STAR IRON CO., LIMITED 



SOIL PIPE HOOKS 




WROUGHT IRON 
Size Each 

2 inch. .... $0.10 

3 " i- 

4 " U 

5 " 17 

6 " 20 

SOIL PIPE BRACKET 




WROUGHT IRON 
Size Each 

2 inch $0.20 

3 " 2S 

4 " 30 

5 " 35 

6 " 40 



THE STAR IRON CO., LIMITED 



hi: 



3 IPE HOOKS or STRAPS 




\ 
CAST IRON 

e Each 

4 inch $Oh 

" 16 

6 '" . ... . . .18 

SOIL PIPE HANGERS 



s 1 / e 

inch 
3 
4 

- 






• 




WROUGHT IRON 



ch 

-.27 

32 

37 

1: 

•54 



With each nil' i two foot bar and l>"ii are furnished 






ios 



THE STAR IRON CO., LIMITED 



PLAIN TRAPS 




Size 

j inch 

3 
4 



• • 






• ■ 



5 
6 



Full u S 



»» 




PLAIN TRAPS 




Three Quarter u S " 
Size Mediir 

2 incli $i . 



3 

4 



. I 



a 



• • 






- 



PLAIN TRAPS 




Half "S" or "P" 

Size M 

2 inch $i 

" i 



3 

4 



5 
6 



* • 



• • 



6oo 




THl£ STAR IRON CO.. LI All ILD 






TRAPS 

With Hand Hole and Cover 



S 




Full ' S M 

Si 
_' inch 

3 



-4 

6 






• » 



• • 






I'.xl r.i 

I .ight M cdium 1 1 eavy 

$1.90 $2.15 S5 

3 
3.50 4.00 

5.25 = 

7 00 8.00 



. 3 00 

- 4-75 
. 6.00 

6 in. 

H.-mdHoIe 



00 



TRAPS 

With Hand Hole and Cover 
Three Quarter ' S " 



Si 

2 !' 



3 

4 

s 



-■ 



Exl 
r \l edium 1 1 1 

.$1.90 $2.15 $23$ 

! ) J no 3 

^.00 3.50 4 

• 4-75 5-. 

• 6 OO )0 8.00 



TRAPS 



With Hand Hole and Cover 



Half "S" or " P ' 



Si 
Mich 

3 



if 



'. 

X 












Extra 
I .ight Medium Ilea 

) $2.15 $2.35 
_• no 
3 50 
525 

1 JO 



ith 



2 

00 

6 in. 



3-2S 



I l.nid I '■ 



1 j .00 
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TRAPS 

With Top Vent 
Full " S " 

Size 



2 in. with i in Vent 



3 
4 
5 



• • 



• • 



• • 



2 

4 

4 



• • 



<• 



4. 



- » 













TRAPS 




With Top Vent 
Three Quarter * S " 

Sl2€ 

2 m. with i in. Y( nt 



3 

4 



U 



* • 






• • 



J 
1 



• i 



•• 






• • 




TRAPS 

With Top Vent 
Hal! " S" or "P 

Si/ 



»» 



in. with -' in. \ en! 
3 " 2 

4 ' 

5 •' I 


















M 
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MN TRAPS 






Running 



Medium 

$1.15 

1.90 

2 'n 

4-23 
600 



TRAPS 





With Hand Hole and Cover 

Running 



ze 

inch 

3 



8 



with 



Light Medium ! vy 

$1.90 $2.15 $2 
290 3 

50 

. S 75 
- 00 
Hand 



300 

)0 

6 in. 



Hole 



RUNNING TRAPS 










WITH HUB FOR VENT 



in. \ 

3 

4 
4 

4 

6 

6 



rill 



Light 

St 90 

2 50 
3.00 

4-75 
(S.00 
6.00 







Medium 


rieavv 


$2 1 5 


$-' 


2.90 


325 





400 


5.2S 


575 


700 


00 


- < 






14.00 
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RUNNING TRAPS 




WITH HUBS FOR DOUBLE VENT 

Size Medium 

-' in. with 2 in Venl ... $315 

3 ;; 3 ;; 440 

■■ 1 5 

-I ....<> no 

PALMER'S 

BACK WATER iRAPS 



it 
Hea* 
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PIPE BANDS 




PLAIN 

»«zc Each 

]m ' h $1 35 

" > 

. 2.25 

. . .?.00 

1 4.10 






WITH 


T 


BRANCH 


s 


izc 




I' m h 


.* 


X _'li 


li 


. . $_\6o 


.? 


x 3 " 








-''HI 


4 


* 3 " 








. 300 


4 


x 4 








3. in 


— 

5 


x 4 








4.IO 


6 


X 4 " 








5-25 





PIPE GRATES 

Size Each 

,ncl1 ... $0.40 

0.45 

4 050 

5 " 0.75 

6" 
1. 00 



Size 

3 inc 

3 

4 

5 
6 



PIPE PLUGS 

Each 
1. . . 1 

0.30 

040 

060 

1 , . 1 . or; 
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m 



CESSPOOLS WITH 
BELL TRAP 



H 




i 



Size 

in. Diameter 



Outlef 
j in. 



I 






Size 

6 x 6 in. 

9 x Q in. 

12 x \2 in. 



Size 
13 * U 







L^ 






i mi: star ikon co.. limited 



ii.'i 



CESSPOOLS 

HEAVY DOUBLE GRATE 




12 in. 
x i6in. 



»th 

in. 
10 in. 



utlet 

4 in 
4 in. 



i ich 

$373 
5.00 



GRATES 

FOR MARBLE OR CEMENT FLOORS 




r 

in. S...1 . 









- • 






>. 






All Iron 

. $..(„, 

1 .00 

1 }<• 



Iron I",. .(1 v «ind 

Brass Co v. 
$1.00 
[.40 

• Ml 
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PLUMBERS SOLDER POTS 




5 
6 

7 
8 



inches $0.50 

065 

0.70 

1. 10 



• > 



M 






PLUMBERS LADLES 

MALLEABLE IRON 




I Ma. of 

Bowl 

3 in. . 



• • 



4 

5 " 

6 " 



Per el 

- 



5.60 



7*S 



PLUMBER'S OAKUM 




Bales of 50 lbs. each Per lb. $> 



THE STAR IRON CO.. LIMITED 



SOLDER 
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Wiping 

ommercial I lalf and Half 
rictly 



Per lb 



BLOCK TIN 



Bl of 30 .ind 1 10 lbs . . • per lb, $ 



STRIP TIN 



rips r/3 11. Per lb. $ 



REMELTED LEAD 



Small blocks Per lb $ 






Prices on application. 
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LEAD WASTE 




IN 8 FOOT LENGTHS 



Light... 
Medium 
Strong. 
Ex. Strong 



\U 


£ 


2 


. 


3 


Weight 


Weight 


Weight 


Weight 


Weight 


per 


per 


per 


per 


per 


Yard 


Yard 


Yard 


Yard 


Yard 













G " 



w 



P 

Y 



1 



5 lbs h% lbs C lbs 



< 






sy 2 " 



% lb 10 lbs 13 



7 '• * 8 

8 " 9 



"* 1 ■-.. 16' •• -'-'V ' 2J 



■ t 



12 



* t. 



23 






Corporation Standard marked 
Per lb 



$o.o8 I 



PIG LEAD 






Pigs weigh about ioo lbs . . . per lb. $ 

Price on application. 




THE STAR IRON CO., LIMITED 



]]«> 



LEAD PIPE 



Lit of Cali 


bre and 


Weight of 


Lead. 


D ut up in 


Coils of about 165 lbs. 


1 CALIBRE 


Weight 


CALIBRE 


Weight 




per Yard 




per Yard 




i,bs. 




I«bs. 




2Vz 


\% in. extra light, 
light 


6 




8 


1 strong 


3 and 4* 


medium 


10 


1 u. extra light. . 


2#,3&3# 




12 


[ ligbt 


4 


extra strong 


14 


1 medium 


4# 


\% in. extra light. 


10 


[ strong 


5 and (>* 


light 


11 


1 extra strong 


7 and 8 


medium .... 


12 


1 n. extra ligbt. . 


4^ 


strong 


14 


»gbt 


5 


extra strong 


16 and 18 


| medium 


6 


\%. in. light 


14 


| strong 


7 


medium .... 


16 


1 extra strong 


8 and 9 


strong 


18 


'in. extra light. . 


5 


extra strong 


20 


Kght 


6 


2 in. extra light 


16 


medium .... 


7 


light 


is 




8 


medium 


20 


extra strong 


9 and 10* 




22 


n. extra light . . 


5 


extra strong 


24 


ligbt 


6 


214 in. light 


20 


medium 


7 


medium 


24 


strong 


8 




27 


extra strong 


9 and 10 


extra strong 


30 and 32 


double extra 




3 in. light 


27 


strong 


12 and 13* 


medium 


30 








34 






ALL SIZES! Per lb. $0.07. 
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■ — 



LEAD TRAPS AND BENC 




Full S 




3 /4 S 




Vz S 




running 




' Bag 




Short Bend 




Long Ben< 



' 



List prices on opposite page. 
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:ad traps and bends 

STANDARD 6 lb. LEAD 

i T l >i) i in. 2 in. 3 in. 4 in. 

S $0.58 $0.90 Si 38 $2.69 $3-2S 

* 55 .81 t.30 2.62 3.07 

' ' '' 51 75 1-20 2.24 2.49 

m,n - • • - .48 -2 1. 13 2.09 2.53 

. . . .68 1.08 1.73 it-, 477 

Bend ... .35 .55 .80 t.50 1 80 

Bend . . . .4,, .65 [.05 175 2.40 

• extra Long Traps and 
>ds add for each inch 

- regular size . . . .03% 04^ .06% .io>^ .12 
Vented Traps add to 
80 9s .95 ,.23 !._. 



EXTRA HEAVY 8 lb. LEAD 



l% in. t 

11 S ?o.8 7 $1 

S ■ 8r LIS 

rf* s "•• I' 77 f.09 

I .70 u 

I [.06 i 
I Uend 60 

B ".1 65 1 00 

lixtra Long Traps 

"1 Bends add for each 

ICD over regular size . .05 .07 

r Vented Traps add to 

lst 80 



1 _' in. 


3 in. 


4 in. 


$1.85 


"> 


$4 30 


1 73 


2.97 


395 


1-57 


2.58 


3-2 


1.46 


2.35 


3-28 


2.33 


1.96 


6 30 


1. 10 


1.60 


2.25 


• 35 


2.00 


300 



■ r_> rq 






r -' 



1 2 
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CENTRIFUGAL LEAD 

TRAPS 



FULL S 



Sizes 

I '4 in. . 

i^4 in. . 

in. . 




• 



• • 



1 
• $135 

. 



HALF S 






S izes 

i' 4 in 

\ X A in 
2 in 




I 
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EAC UNNING BRASS TRAP 

WITH FLANGE 




NICKEL PLATED 







in 



$4-35 



ADJUSTABLE "P" TRAPS 






-7» 




; 



i , in i Vi in 

i ... h 
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BRASS TRAPS NICKEL 

PLATED 



ADJUSTABLE "S" TRAPS 







Xo i 



No 2 



Xo r 



i', in 

h $2 -<■ 

2.J 



i' in 
400 
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trifugal Adjustable 

Full "S w Traps 




The Star "Clico" 

Plain "S M Traps 




With P O Plug 
Brass Nickel Plated Cast brass adjustable P O Plug 



; in . 



206 H 



'Kin 

in 



Rich 
$6 

1 tcli 

$f 

8 , H I 



Extra deep seal 
Size Each 

''!'" $2.85 



12fi 
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THE STAR CLICO 
PLAIN P TRAP 




ANTI-SYPHON 
CAST BRASS NUTS AND P. O. PLUG. 
Size Ea< 

i% in $2 

i' j in 3.00 

ELLIPTIC TRAP 




CAST IRON 
TWO BRASS PLUGS 



3RAS 






With i'i in. Vent and Clean out for 2 in. Iron Pipe, 
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BRASS TRAPS NICKEL 



PLATED 









<e* 



SANITAS 







DEEP SEAL 
Wi.hout Vent 



e 

. in 



Each 

$4 55 
5.80 



Size 

l] : in 



! icll 
14.00 
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CAST IRON 



"STAR" SINK BRACKE 



Adjustable 




No drilling, No fitting. 

Plain Per pair ! 

Adjustable to Sinks 16 x 24; 18 x 30; 20 x 36 inchc 

WASH TRAY LEGS 








Size 

16 inches high; t8 inches wide; Per pair f< 




THE STAR IRON CO., LIMITED 




Plain 

li \\ i'ltli 1 ). pili. Ea-*.i 

Min 6 in $ r . 5 o 

i6in. 6 in r.8o 

iXin. 6 in 2.50 

1 20 in. 6 in 3.70 

Above with Strainers. 
Also supplied with plugs when ordered. 

SINK STRAINERS 





Strainers Nn t Strainers with plug No 2 

1 * Strainers Per doz. $1.50 

-' • " only " 1.50 

2 Plug without chain " 0.7; 



130 



THE STAR IRON CO., LIMITED 



FLAT RIM 
KITCHEN SINKS 







CAST IRON ENAMELED 



S 400 



Sis 




1-' x 


[8 in 


1 1 x 


10 


(6 x 


1 


[8 \ 


24 


iX 


3<> 


■ X x 


36 


1 \ 


30 


- K 


36 


> X 


»o 




48 


20 X 


72 



h 



c- 



' ich 
$2 

3 10 
3 

3-' 

5 

4 
'■00 

: 
3500 



Above with Nick< 1 PI I Sunn- 1 
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30LL RIM SINK BACKS 



CAST IRON ENAMELED 







S 405 



Shallow Pattern 

I . 

'in. long \ [2 inches high $2.51 

1 " *■-' - ; 2.50 

' " XI2 " " ,.00 

' " * 12 " " 3.6 

S 406 

Deep Pattern 

in. long x 15 inches high $3.75 

* 'o 4.50 




. 
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ROLL RIM SINKS 



One Piece 



! 




CAST IRON ENAMELED 



S 321a 






Size of 


Sin 


k 




16 


X 


24 IDC 


18 


X 


30 ' 


18 


X 


36 * 


20 


X 


30 ' 


20 


X 


36 ' 


20 


X 


40 * 



24 inches $10.50 



j2ia 


With 

or left 

Hand E 

S3 


10.50 




12.7S 


U 


1 -r 25 




1350 
15.00 


IS 


16.50 





Above prices less all fittings 



THE STAR IRON CO., LIMITED 



ROLL RIM SINK 



WITH DRAIN BOARD 




u 






' * 






S 322 
WITH INTERCHANGEABLE DRAIN 



! 3 





x 24 in 

x 30 

x . 
x 

X 

1 x 10 



Board 24 inches long. 

■ 

f>r.-i" Board 
only 

$4-25 

4/5 

5.25 

4 75 

5-'5 

5 75 

Above prices less all fittings 



I li h 

. ompl( t( 
$15- 

1 S 1 1. 1 
i«).S0 

19.25 

20.75 
22.25 
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T 



FLAT RIM SLOP SINKS 



w::i 







S 3?7 Enameled 



CAST IRON 

Enamel]' 

S 337 l6 * *6 x io inches $4-5° 

S33"a 14 x 20 x 12 " 5 

S337b «6 X 20 X 12 " 600 

S337C 20 X 24 X 12 " 7.25 



1 
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ROLL RIM SLOP SINK 

WITH 15 in. bACK AND STANDARD. 








) 



S 332 



CAST IRON ENAMELED 



Size 

^332a 16 x 20 x 12 inrl 
5 332c 20 x _._. x ,_. 



With 


Without 


Back 


Rack 


S 33 


S 333 


. . . . $i8.co 


$1 




[875 
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ROLL RIM 
LAUNDRY TRAY 












i* 





L 




Cut ot (Two Part) 

S 359a 

CAST IRON ENAMELED 

Width Inside . . 22 inches Length In . 

Width over all . . 25 " Length over all . 48 

Depth Inside . . 14 1 / " Height of Back. 12 

With 
Back 

§35ia Single $22.50 

S 3:9a (Two parti as per cut .... 34-25 

Above prices less Faucets and Traps. 









vVith 



Bat 
30 
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ROLL RIM SINK 

, AND 

WNDRY TRAY COMBINATION 






> * 




S 363a 



With 15 inches Back 

Dimensions 

ink 20 \ 36 inches Size of Tray 26 x 29 inches 
idthoverall . . 26 " Length over all . 59 

•tli -1 -ink inside. 6 inches Tray 14' _. inches. 



Pn 






Ab< >\ e price 1' -- i"a* ( ■ ' - • ""! "' 



$4075 









THE STAR IRON CO., LIMITED 
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LAVATORY 




CAST IRON ENAMELED 



S 206a 



Length on 


Size 


Sides 


in 


!-•'.• 111. 


[2 in. 



Height of 

Back 

4 in. 



J 

1 

5 



Above pricL all liitiii- 





I) 
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LAVATORY 










CAST IRON ENAMELED 











S 205a 








1 


SW.v of 






Size E 




II l ) t 11 1 


Price 


• 


l.av;tt..ry 






I'asin 




Back 


Bach 




x i-, in. 






\2 in. 




4 in. 


$_j 00 






\b. 




price V ;s 


all 


fitting 
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LAVATORY 




CAST IRON ENAMELED 



S 202a 



Length on 


Size of 


Height of 


P 


Sides 


Basin 


Back 


E 


i; in. 


I-' x 14 in. 


5 in. 


$ 



\bovt price less all linings. 
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CAST IRON ENAMELED 

S20U 

Size of Height of 

Basin Back 

12 x 14 5 in. 

Above price less all fittings. 



Price 
Each 

$7 00 
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LAVATORY 







CAST IRON ENAMELED 



S 200a 



Length on 
Sides 


Size of 
Basin 


Height of 
Back 


ir in. 


n \ 14 in. 


6 in. 



Above price less all fittings. 






$; 



) 
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\ 




CAST IRON ENAMELED 



S 199a 



Size of 


Si/> of 




ight of 


Prii 


La ry 


Basin 




Back 


1 


'8 x 21 in. 


II x 14 in. 




8 in. 


$ 




Above price less 


all 


fittii 
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LAVATORY 






ill 





CAST IRON ENAMELED 

BxgBa 





Length on 
Sides 


Size of Height of 
Basin Back 


P 
E 




18 in. 


ii x 14 m. g «, 


▲ 






Above price lc = ^ all fittings. 





ED 
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CAST IRON ENAMELED 



S 197a 










Si/< of 


I 1 1 i^lit ■ '1 


Price 


H 


tory 


1 " » - i 1 1 


Bark 


Each 


-'i in. 


II x 15 Ml. 


8 in. 


$8. 00 



Above price less all httni 
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LAVATORY 




CAST IRON ENAMELED 





S 195a right hand end. 






S 196a per cut. 






Size ol 


Size of 


Height of 


r 


Lavatory 


Basin 


Back 


hac 


iS x 24 


11 x 15 in. 


10 in. 


$1 



Above pri< I ss all httings. 



THE STAR IRON CO.. L1MITFD 



14 



LAVATORY 




CAST IRON ENAMELED 



S 194a 






gth on 
Sid< 
in. 



Si?' 1 if 1 l«'i'jlit ni 

Basin Back 

11 x 15 in. 8 in, 

Vbovc price less all fitting 



Price 

:.25 
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LAVATORY 













CAST IRON ENAMELED 

S 192a 



Size of 


Size of 


lKight of 


Pr 


Lavatory 


Basin 


Back 


1 


19 x 24 in. 


12 x 15 in 


10 in. 


$11 



Above price less all fittings. 



THE STAR IRON CO., LIMITED 



n<» 



LAVATORY 



B 







CAST IRON ENAMELED 



S igoa 





-/, of 


Size • •! 


Height of 


Price 




U ry 


Basin 


Back 


Each 


*"■ 


|K jin. 


12 \ 15 in. 


10 in. 


$H.5o 



Ab.»ve price less all fittings. 
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Tl 



LAVATORY 




- j i 






CAST IRuK ENAMELED 







S 


183a 








i ,ength on 




Si z* of 






Height of 




Sides 




Basin 






Back 




i- in. 




12 x 14 in 


. 




10 in. 


• 




Al. 


ovc pric 


less 


al! 


tingrs. 


• 
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LAVATORY 







CAST IRON ENAMELED 






S 180a 



Size <if 


Size of 




1 h i-ht of 


1 'rice 


itory 


Basin 




Back 


Each 


X 24 1!!. 


[2 x 1 4 1 1 1 . 




10 in. 


$15.00 




Above price It 


all 


fittings. 
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LAVATORY 









CAST IRON ENAMELED 








S 172a 






1 ngtfa on 




Size «»f 


1 [i ighl <>f 




Si.l. s 




Basin 


Back 




ig in. 


i i 


x 15 in. 


8 in. 


> 



Above pri< 1 less all fittinj 
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LAVATORY 













CAST IKON KNAMKLED 





S 169a 18 x 


21 


in. 






S 170a 19 x 


24 


in. 






Si 




li 


I 




1 1 1 




Back 




1 111. 


11 \ 15 in 




n 


$ 


\ III. 


12 X 




n 


IS 00 



\l pi i< til fitti 



1M 



THE STAR IRON CO.. LIMITED 






LAVATORY 



L 



mi 



I 





CAST IRON ENAMELED 



T 





S 154a 18 x 


24 


in. 






S 155c 20 x 


24 


in. 




Size of 
Lavatory 

in x 24 in. 

20 \ 2\ in. 


Size of 
Basin 

i-' x 15 in. 
\2 \ 15 in. 




Height of 
Back 
10 in. 

12 in. 


1 e 
I li 

$1 

I 1 



Vbove prices less all fitting 



. 



THE STAR IRON CO., LIMITED 



LAVATORY 







- 






CAST IRON ENAMELED 



S 147a 



Length on 


Size of Height of 


Prii 




Basin Back 


Each 


n. 


12 \ [5 in. 10 in. 
Above price less all fittings. 


$17.50 













THE STAR IRON CO., LIMITED 



LAVATORY 



■ i 




CAST IRON ENAMELED 

S 144a 



Si/c of 

Lavatory 

19 x 24 in. 



5iz< -if 

Basin 
12 x 15 in. 



Height oi 

Back 
10 in. 



Above price less of all fittings, 



I 

1 







ED 
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LAVATORY 



' 










CAST IRON ENAMELED 







S 
S 


i na 18 x 27 in. 
me 22 x 33 in. 




>i ,.: 




Size of 


Price 


: Uvatory 




Basin 


Each 


'8x2; in. 




11 x 15 in. 


$18.50 




* 33 in. 




13 x 18 in. 


23 50 



Above prices less all lit tings. 






Iftft 



THE STAR IRON CO., LIMITED 




LAVATORY 







i 






Size 

of Lavatorv 
18 x 27 in. 
2-' x 33 in. 



CAST IRON ENAMELED 

S 110a 18 x 27 in. 
S hoc 22 x 33 in. 

S i / e 

of Basin 
11 x [5 in. 

13 x 18 in. 
Above prices less all Fittings. 



1 
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BATH ROOM 




SHOWING AN ATTRACTIVE BATH ROOM 




100 



THE STAR IRON CO., LIMITED 



CAST IRON ENAMELEl 

BATH 



s 




- • 



STAR" SPECIAL 



3 inch. Roll Rim. 

S'ze Each 

5 F««t $27.50 

S l A 30.00 

Baths drilled for supply and waste fittings. 

2'j in overflow; i»4 in. cock holes; 3fg in. 
centre to centre. 

Above prices less fittings. 




T\> 



Till STAR IkOS CO I I Ml II I) 






CAST IRON ENAMELED 

BATH 








• l 















F* 





















ntrc t 






ir»2 



THE STAR IRON CO., LIMITED 



CAST IRON ENAMELEC 

BATH 



i 




S72 






Width of r«>ll rim, 2 l / 2 inches. Height on l« gs, 

Width over all, 29H inches. Depth inside, 17 inches 

Size I .1, i 

4 Fed $23.75 

4' •' 23.-5 

5 " 

5 X A " 27.00 

Baths drilled for supply and \\ ;'ittii 

in. overflow, 1 \ in. c< ick hoi 
3-\s in. centre to centre. 




:d 
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:le: 



CAST IRON ENAMELED 

BATH- 













S21 

roll rim, 1.3 \ inch. I [eighl on 1. gs, 21 j inch 
vcr all, .'4'j inches. Depth [nside, i; inches. 

Size Each 

M-J' t $23.75 
5 '• 24.50 

27.00 

Baths drilled for supply and waste fittings, 
inchi - overflow i 1 ; inch cock holes. 
s inches centre to centre. 
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ENAMELED SITZ BATH 



S87 



H 



Roll Rim 


Length 


Depth 


Width 




oyer all 


[ n sid e 


Over all 


3 in. 


3' in. 


ioJa in. 


34 in. 




Wit hum 


littings. 




ENAMELED 


FOOT 


BATH 


Roll Rim 


Length 


Depth 


Width 




over all 


Inside 


Over all 


:.•■;■ in. 


22 in. 


II in 


19 in, 




\\ itli 1 t 


fittings. 





% 



* 



ALL STEEL BATH 




Sizes 

.5. 5 6 f ' 



All sizes $> 






mi M \U ll/ON CO I I Mill f) 






rn 



(Mbination Bath Waste 
and Overflow 




*4 




<. 



Bath Supply Pipes 














COMPRESSION BATH 

COCK 




No 4 Nickel plated Each |S.oo 



BATH OVERFLOW 






Brass nickel plated Each 



BATH WASTE PLUG 



Brass nickel plated Each 
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FULLER BATH COCK 




Brass nickel plated Each $12 



00 



I nil China Index ... 



FULLER BATH COCK 



1-450 










iss Nickel Plated Each $r>.oo 
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Tl 



LOW TANK COMBINATIONS 
WASHDOWN CLOSET 



(L 










PLAIN TANK 

ASH OR OAK 
No 3 Complete as described .... . . Each 

No 5 *' " " with Post Hinge Seat " 








THE STAR IRON CO., LIMITED 



L69 



deal Low Tank Combinations 










No i 

WASHDOWN SYPHON SPECIAL 

niplrti ith r.-.u 1 and Seal ...... $25.00 

■I with 8 oz. Copper and No. 8 High Pressure. 
I \ atcd patti rn Ball * <»ck. 
Nickel plated trimmings, 



17> 






THE STAR IRON CO., LIMITED 




Ideal Low Tank Combinatic s tfl 



r 










WASHDOWN SYPHON No. 2 SPECIAL. 
Price complete with Bowl and S< it . . $25.00 

Lined with 8 oz. copper and No. 8 High pr ir« 
Elevated pattern Ball Cock, Nickel plated trimmi 



I 



Till si \k II CO I I Ml I I h 






na ^?ldeal Low Tank Combinations 




WASH I N n II BOX I 
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Ideal Low Tank Combinatio 

RECESS TANK 




Washdown Syphon 18 H. 



$33 



Price, complete with Bowl and Seat 

Tank lined with 10 oz. copper and No iO. 

Noiseless Elevated Ball Cock, Nickel plated trimming! 



I Ml M \W \WH\ Ui I I Ml I II) 






deal Low Tank Combinations 











I'llUN Jt 4 II Hi) 



11 
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Ideal Low Tank Combinatior 






SYPHON JET 33 H RECESS TANK. 
Price, complete with bowl and seat . 

Lined with 10 oz. copper and No. 16 i $ 

Ball I k. Nickel plated trimming 



) 
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latiojieal Low Tank Combinations 








41 H SILEO. 

Price complete with Bowl and 5< I • • • ■ $52.00 

Lined with i-» oz. copper and No. [6 n< i 
Elevated Ball Cock, Ni< k< I Plat, d 1 rimmi 



|7fi 



THE STAR IRON CO., LIMITED 



Ideal Low Tank Combination 





14 K. LOW TANK SEAT ACTION. 
Washdown Syphon. 

Price, complete with Bow! and Scat $40.50 

Tank lined with 10 <>/. copper and No. 16 no»s< 
Elevated Ball Cock, Nickel plated trimmings. 
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IDEAL HIGH TANK COMBINATIONS 

JL 






] 


• 






i 















SYPHON JET 
No. 501, High Tank Seat Action. 

i> described $45.00 

For School Houses and public utilities. 
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THE 

"RICHELIEI 
HIGH TANK 

COMBINATIO 



No. 30, 
Ash or Chei 
Price $14 



Above j»i 
without flu-- 
pipe 



PLAIN WASHO 
CLOSET 



n 







P ,,. 



& 



Till - I VP \V<>\ «.'> I IMIIMi 




I 







f 




TANK 



COMBINATIONS 



I'r i 






* A SMUT 

CLOSET 
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HIGH TANI 

COMBINATIO 



No. 50, Oa 
Ash or Chen 
Price . |24 



Above pri 
without flu 
pipe. 



eal 



WASHDOWN 
BOWL 




I Ml SI \U 11/oN co I I Mill h 






Ideal High Tank Combinations 



? m 



ll 



iiA 








WASH DOWN S\ N H A I « .■ 









]s2 



THE STAR IRON CO., LIMITRD 



Ideal High Tank Combinatior 











V 





SYPHON JET BOWL, 78 H 



Pru < . < ompl< - tl< 






i 



Mil s I \ U IkUN v. ' I I M I I » 






TANK AND 
PIPE BOARD 



TANK BOARD 
WITH CLEAT 




^B» i 



I 
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FLUSH AND SUPPLY PIPES 




FLUSH PIPES, NICKEL PLATED 

i ! in. offset Eacl 

if* " '• •' 40. 

1/2 " " " 5-oc 

V/j - straight " 4.01 

Cistern Supply Pipes, Nickel Plated. 

in. 14 G Off sel 

in. I P Size Straight 4(x 



Till sTMi ll/ON CO.. I IMIFI li 






IPE 



IDEAL BALL COCKS FOR 



LOW TANKS 












lib 



tli 1 




N 






1 




1S6 
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RUSH SYPHON RUBBER BALI 



VALVE 




Size 
154 in 



I tell 
$1.60 



VALVE 



FOR LOW TANKS 




in 2.10 Each 






THE STAR IRON CO., LIMITED 



1-7 



Mil 



IDEAL CLOSET SEATS 




333 H 



2, i' ; inch thick, nickel plated brass Hinj . . $4.00 
For High or Low Tank Combin itions. 




335 H 






'. -i ' i inch thick with nickel plated hinj . . $2.50 
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CLOSET SEATS WITH 

COVER 




FOUR PIECE SEAT AND COVER 
No i I .,,], $ JOO 




SIX PIECE SEAT AND COVER 
02 Each $2.50 
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CLOSET SEATS 





Nickel plated Hinges 
Xo 3 Each $3 00 




WITH NICKEL PLATED HINGES 

Bolis and Washers 

No 4 Each $370 
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i t 



RICHELIEU" CLOSET 







\ 













PLAIN WASHOUT 



Plain Each $7.10 

with Scat Wnt Extl 40 
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"STAR" WASHDOWN 

CLOSET 




With seat attachment for high ank combinations 



Plain Each $8.00 
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WASHDOWN SYPHON 





J 




i% in. supply for High Tank. 



<t 4i t t 



Low 



«< 



Plain Each $8.50 




THE STAR IKON CO I I \\| n |i 



- 



TWIN SYPHON JET 

CLOSET 






OVA! : UN 






WITH HEAVY ROLL RIM 

FOI' LOW D< iWN TANK 






I 
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FLAT BACK LIPPED 



URINAL 







4 














PORCELAIN ENAMELED 



S57ia 



Height, i; inch* Width, 13 inches Each 

With fittings. 



INK SI \U IMON Lll I.I Ml II I. 









ROLL RIM LIPPED 



UklNA HA< 










ASl IK 
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"Syphonic Action" 
RANGE CLOSET 



WITH HINGED OAK SEATS 




AUTOMATIC INDIVIDUAL BOWL 

S 320a 

No Price 

Scata Painted 

3 $115-00 

4 U4-00 

5 >57.oo 

6 . . . 178.00 

7 200.00 

8 220.00 

o 242.00 

10 263.00 

Above prices without Division. 



THE STAR IRON CO., LIMITED 






DOUBLE PRIVY SINKS OR 
CLOSET RANGES 







r 



CAST IRON PLAIN 



PriJ 



c 





' . 




Length Width Depth E acn 

31 in. 14 "1 .... $20.00 

3I *« 14 ■ ... 3000 

31 " M • 38.00 

3, •• .4 - • ' 

31 " l-l • • 4(,0 ° 

31 •' 14 " 5O.00 

31 " 14 • • 58 °° 

With Lever attachment add $5.00. 

Larger sizes to order. 



5 ft 
6" 

10" 




l'*s 



THE STAR IRON CO., LIMITED 



GALVANIZED IRON RANG 

BOILERS 



STANDARD 




ipacit} 


1 fetgl 


t I) 


T 


i - N 


3 


[_' 


iiulu - 


30 " 


— 


12 


• • 


33 


- 


'3 




40 ■ 


fi 


U 






: 


16 


.* 


6 •' 


- » • 


18 


• • 


Sj • 




-0 




IOO " 


- •• 




■ • 


120 - 


_ 
1 


1 


• • 



p- 

4 5 
l\ 

I 

4- 




THE STAR IRON CO., LIMITED 






IG 



COPPER RANGE BOILERS 



DOUBLE RIVETED 






apaci I I 1 1 i ■_: I 1 1 I I 1 M i [i 
.V I- 6oinchi u inchi 

I 2 

M 

M 

, [6 

'7 

] 

1Q 

IOO 20 









7- 




40 


.> 


6o 




45 


* • 


' 




50 


• 


7- 




6n 


. • 


• 




1 


70 

8o 




: 




90 


.' 


72 



I 'rice 
$2 
29.00 

3 

3.00 

'5.00 

90.00 
115.00 
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GALVANIZED EXPANSION 

TANKS 




Capacity Height Diameter 
iogals 20 inches 12 inch. 



IS 



*' 



Prices do not include writer gauges or brasses. 



Eac 






1 Ml l\H IKON c«> I I Ml ! 






The "Ideal" Water Heater 



■ . 
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RANGE BOILER STANDS 




Si j 

[2 in 

'4" 

20 



22 
24 



• . 






30 Gal. 

35 

-jo 

5- 

8 

82 

100 

I-'O 



FLAT BOTTOM RING 



Range Bi iler 






1 3' 



1.-4' 

1 

2.0( 









Si/ 
\2 in 

13' 
16- 



ROUND BOTTOM RING 



30 Gal. Copper Range Boiler 

35 

40 " 

5-J 



n * 



• I 
II 



■ • 






1 I 



• • 



*• 



• ■ 



id 

1 

1. 41 



I til • I 



MDS 



ADJUSTABLE RANGE 
BOILER STAND 














2(M 



THE STAR IRON CO.. LIMITED 



CAST IRON 



HAY RACKS 




HEAVY PATTERN 
No. 2. 



No i Projects from Corner 22 inches. Height 27 inc 



2 



«• 



*» 



• • 



23 



• 1 



• - 



32 inch- 



No l Each $- 



No 2 



<< 






I Ml SI Ak IKON U) I I Ml I I l» 









WKoiMiii ! n<JN 



HAY RACKS 







ich* 



i i i 

I 

No u 



1 
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THE STAR IRON CO., LIMITED 



CORNER MANGERS OR 

FEED BOXES 




WITH FLAT FOOD GUARD 



No i 1.3 x 13 x Sin, Deep. . . . ,,, ., 

" 3 '« x 18 x 10 Extra Heavj ... " 2.50 



THE STAR IRON CO., LIMITED 
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SLOW FEED CORNER 

MANGER 




CAPACITY 15 QUARTS 
Sizi x 17 x to in 

X " 4 »0 

SLOW FEED CORNER 

MANGER 




BALL PATTERN 
Size 18 x 18 x 6 inches Deep . . 
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Economics 




Galvanized 

Bo*, 

Wrought 

Iron Holder. 

No. 5 
Each $2.50 



THE STAR IRON CO., LIMITKD 



OAT CLEANER 



209 










SUITABLE FOR i TO 15 HORSES 
Price Each $-'5 00 
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CAST IRON STALL GUARD 



tgp< 




V . 






oo 



soooao 



K 



Qr 55 ®^ 02 ® ® ^) 



Length 5 it. <> inches. Height 2 ft. j inch 

Each $600 



WROUGHT IRON STALL GUARDS WITH 

CAST IRON ORNAMENTS 




Length 
Each . . . 



ft. 6ft. ;ft. 8 ft 

00 $9.00 $10.00 Si 1 ' 
] [eight 2 ft. 4 inches 



9 ft 

$12.00 



BOX STALL GUARDS 

SAME PATTERN AS ABOVE 

Height 
2 ft 4 inches, any length 



Per foot 
$1.00 



I Ml M \W \UO\ CO I I Ml II I) 






ARD 




HARNESS HOOKS 




N.. i 




TH 



N 




i 







N 



KA AVY 



.$»* 



J 
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THE STAR IRON CO., LIMITED 



STANDARD VALVES 



SIZ3 



H Y* K l V4, IX 2 2K 



Globe and 

Angle 72 77 i.oo i 26 1.80 252 3.50 ^.30 10.00 14. 

valves 



Check 
Valves 



65 70 90 LIS 1.60 2.25 3.15 4.75 9.00 13 < 



Radiator ] 
Valves I 

■od vbcd f 

Nickel 
PUtcd 



Radiator 
Valves 

Vuick Opr 
ning Hood 
U heel. N 
kei PUied 

Peel Valves 



170 2.10 273 370 485 7.60 



1 93 2.65 370 500 7.75 



r-3« 175 2 -50 3 50 500 7.50 14.00 20.r, 



Steam Stop 
Cocks 

I lat an- 1 
Square 
iic.ds / 



U 



I.OO 1.25 I.70 2.35 3.7O 4.85 7.3O I4.5O 22 5 



Radiator Air Valves, Wood Wheel l / H in N P. Each $0.70 
Key " " Vs'm N P. Each .55 



Discounts on Application. 






THE STAR IRON CO., LIMITED 
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JENKINS' Dom) VALVES 



SIZ E X H X x 

Globe and 
Angle 



1 1H 2 2!4 

;;,;; e $ mo '-5 r.6o 2.20 2.80 4.00 5.50 8.7s 1573 22 



Check 



Valves ri ° J -- [ '30 LOO 2.00 3.00 5-CO ; 13.50 20. 



Metal Disc Valves same li^t as above. 



: 



SWING CHECK VALVES 






Size ]/ 2 y 4 I 1 '.1 V/ 2 2 2 \ 3 

2-25 -'75 3 50 4-5 ~-y 750 '5-00 22.O0 



WEBER VALVES 



Size 



'-- M l 1 34 2 

1.30 1.75 2.25 325 6 



IRON BODY VALVES 



Size 2 in. 3 in. 4 in. sin. 6 in. 8 in. 
$10.00 $15.00 $20.00 $25.00 $30.00 $5500 
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CANADA RADIATORS 



CANADA IMPROVED 




1 g*i Registered Construction Patented. 

STE \.\l AND WATER 

Plain <.r Ornani 1. 

LIST PRICES, i Squar. 

Height in in< . . . 45 .30 32 j, l3 a 

,Vr sq. fopi \S , (,_, . 

The only Radiator having positive and perfect circulation. 
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FOR STEAM AND WATER 



LIST OF SIZES 



•— 


1 
11 














c 
to 

. — —J 



H 

bo 




Hi {A I ING SURFACE— SQUARE FEET 




~ r 


inches 


inches 


32 incl 


ties 


20 inches 


16 


Z 


J 


High 


High 


High 


High 


High 


inch 
Hig 


2 
3 


5 

1H 


12 

18 


io# 

16 


8 

12 


! 6* 

11) 


5# 

11 


4 



4 


10 


24 


21 


16 


i:>'. 


- 


5 


12' 


30 




20 


'"' 


13 , 


10 


6 


15 


36 


31J 


24 


20 


L6# 


12 


/ 


IV', 


42 


36 


28 


28 j 


19 


14 


8 


20 


48 


42 


32 


26 2 

30 


22 


16 


9 


-- 2 


54 


47 % 


36 


2< V 


is 


10 


25 


(50 


52 « 


4n 


33 


27', 


20 


11 


27 g 


66 


57 


44 


•' 




22 


12 


30 


72 


63 


48 


40 


33 


24 


13 


3-" 


78 


68# 


52 


i ; 




26 


14 


15 


84 


" 


56 






28 


15 




90 


7^ ; t 


60 


50 


41'* 


30 


](> 


40 


m 


M 


(>4 


53 


44 


32 


17 


42' 


102 


89* 1 


68 


56 , 




A 


J8 


45 


10S 


94J 


72 


60 


49 


36 


19 


17', 


114 


'»'.♦ 4 


76 


63 


1 1 


38 


20 


50 


120 


1 1 16 


30 






40 


21 


■2' 2 


126 


ll.i' 4 


84 


70 


. 


42 


22 


■ 


132 


11 


88 


7::', 


■•' 


44 


23 


57# 


1 38 


20 \4 


92 


76 


1 


46 


24 


60 


144 


126 


96 


80 


6- 




25 


e2# 


150 


131 ' 4 


100 


83 


68# 


50 


20 


65 


156 


1 


104 


- 


71', 


■■ 


27 


67# 


162 


11! ; 4 


Kk 


0(1 


74', 


•' 


28 


70 


1 68 


147 


112 ! 


<X\ ! , 


77 


56 


29 


72% 


174 


1 52 '+ 


116 1 


16 


W 


58 


30 


75 


180 


157^ 


121) 


100 


8 


60 


31 


77' 2 ' 


1 8l 1 


i f 


124 


103 


8 


62 


32 


80 


1 92 




12 


106 


88 


64 


33 


8254 


198 


173* . 


132 | 


110 


90 V 


66 



I 1 1 get capacity of 1 inch pip 1 ultipl | thr< 

idth < tion, 83 j in - Width acr< 

Distance from Hour t<» centre of opening, about 4 
Distance between centres of twin opening inches. 

NOTE— Always slate if (or steam or water, and whether for one or two-pise work 
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CANADA RADIATORS 



ii 



CANADA" TWO COLUMN 




Design Registered. Construction J nted 

STEAM AND WATER 

Plain or ornamental. 

LIST PRICES, Per Square Foot. 

Height in inches 45 .38 .30 , 25 .20 

Per *<!■ foot $o. 4 S .48 ,jj S 6 .62 

The only Radiator having positive and perfect circulation. 
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FOR STEAM AND WATER 



LIST or SIZES 







HEATING SUKFACE-8QUARE FEET 


Number 

of 
Sections 


Length, 
lnche§ 




45 lnchfH }S inchefl jo inches j = inches 


3o inchea 






H'Kh High Hi«h High 


Hl«h 


2 


5 


10 


8 


»,-' 


4 


3 


7', 


15 


12 


10 


6 


4 


10 


20 


16 


):; i<> • , 


8 


5 


12'. 




20 


10' 13'; 


10 


6 


15 


80 


24 


20 16 


12 


7 


V l A 






i > ■ , 


14 


2 


2() 


40 


32 


2W/J 21 '; 


lb 


/■' 


2 


45 


■< 


30 




18 


I (J 


25 




4 3\ 




20 


M 


27K 


55 


M 


21 


22 


12 


30 


00 


18 


10 


24 


13 


s*# 


65 


52 


43; ;»' 




14 


3 


70 


66 








15 


37# 


75 


60 


41 


80 


Hi 


40 


80 






42 




17 


42tf 




68 


1 i 


34 


IS 


4.*> ; 


90 


7 L' 


4^ 


36 


19 


47# 


96 


7t; 63 50' 




20 


50 


100 


so 


4 


21 


52# 


105 




70 


42 


22 


66 


lid 88 


7 H 


2:5 


B 


115 92 


6! 




21 


60 I 


120 


>0 4 


4 


25 


62# ! 


1 25 


1 00 : > 


26 


65 


130 104 86 2 , » 


27 


87X 


135 1 







28 


70 


140 112 ' 




29 


72# 


145 110 77', 


30 


75 


150 120 loo 80 1 00 


31 


77M 


155 


124 103 'i 


[ 32 


80 


160 128 


85 | 64 



[ Tm get capacity of i inch pipe multiply square feet 1 ree 

| Width of loop, : \i inch< Ith aci - 

I Distance from floor to cent >f opening, 4 inch 

[ Distance between centres of twin opening inches. 

NOTE -Always stale if tor sttam or water mi a he ther tv out or 'wo »M work 
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CANADA RADIATORS 



"CANADA" PLAIN. 




Design Registered. I onstruction Patented 

STEAM OR WATER 

LIST PRICES, Per Square I 

Height ni inches, 40 .32 .26 

,,,r «& foot $0.48 1 S 6 

The only Radiatcr having positive and per.'ect circulation. 
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LIST OF SIZES 







BEATING SURFACE-SQUARE PEKT 


No. 


Length 
Kuchcs 








*»r"CtlOllN 














40 Inches 


32 Indies 


26 Inches 


20 laches 






High 


High 


High 


High 


2 


•5 


9 


•• 


$ l A 


4 


3 


7# 


! 


10 


8 


6 


4 


H> 


18 


i:;>. 


1<> 


8 


5 


12 '4 


i i 


Hi 


13^ 


10 


(> 


15 


27 


20 


16 


12 


7 


17'.. 


31# 


23^ 


183 


14 


8 


20 


36 


26= 


21' 


16 


■» 


22tf 


\Q l A 


10 


1 


18 


10 


25 


1 


33J 


26 


20 


11 


27 M 


49# 


36* 


29', 


22 


12 


30 


54 


40 


32 


24 


13 




t 


4:; 


15 1 




14 


35 


63 


16 


:J7', 




15 


37# 


67J* 


50 


10 


30 
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To gel multiply square feet by three. 

ich section is 7 in< wide over all. 

1 distance From ceri I pj to floor is 4 inches I 

both steam .'in<l wal 
Distance between centres oi twin openii 'ies. 

NOTE— Al*a,s stale if fo- steam or water, and whelhe for one or Iwo-pioe work 
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We carry in stock a complete assort- 
ment of plumbers brass 
goods such as .' 

Stops and Stop and Wastes. 

Compression Bibbs. 

Compression Stops. 

Compression Basin Cocks. 

Soldering Nipples and Union's. : 

Basin, Bath and Sink Plugs. 

Bath Couplings. 

Tan try Cocks. 

Fuller Bibbs. 

Fuller Basin Cocks. 

Self Closing Cocks. 

Etc , Etc. 

WRITE FOR OFFICIAL CATALOGUE AND PRICE 
LIST ADOPTED BY THE BRASS MANUFAC- 
TURERS OF CANADA 
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Ash Pits New Star Heater 



Packs Sink 131 

Pall Cocks 1*5 

Bands Soil l' ; • H 3 

Baths .... 161 M 161 

Bath Cocka '68 Lfl 

Bath overflow • ,,i,; 

Batli Room . . . - ■ ■" •'■' 

Bath Waste lfl 

( :• t li Waste PlUK .... 166 

Bends Wrought Pipe .39 40 

Bends Soil Pipe . . . 1 »o S7 

Boilers Range . . .198 1 

P.oiler Repairs N-W Star 

1 6 t o 19 

Boiler Stands 802 203 

Box Coil Stays ... "4 

Brackets Sink 128 

Brackets Soil Pipe ... 106 

Branched Headers . .48 to 51 

Brass Goods - 

Bushings >-' 

C 

Caps 43 

Ceiling: Plates 66 

Chandelier Hooks .... 65 

Cleanouts 104 1< 

Closets 190 to 198 

Cluster Headers 52 

Cluster Hooks 53 

1 ocks Compression Bath . 166 

Cocks Puller Bath .... 167 



Page 

Cocks Ball 1*5 

Closets Ran i . . . .196 197 

Closet Seats . . . .'ST t-. 1n9 

Coil Stays 54 to 58 

Couplings Pipe . . .75 to 77 

Cross---; Wrought Pipe . . 11 

Crosses Soil Pipe .... 92 

D 

Direct Ions New s ar .21 to 2 

i »ouble Hubs Soil Pi? . . Vx 

Drain Boards . ... 13 

E 

Clbows 84 'to 

Expansion Pipe Hangers . ( '» ' 

Expansion Tanks .... 200 

P 

Feed Boxes . . .206 1 

Ferrules Brass . . . .103 10 J 

Ferrules Trap Screw . . - 104 

Fire Pot New Star . • • N 

Flanges . . '•'' 
Flange Unions . . . .70 
Fire Travel New Star . . 

F*loor Flanges ' 

Floor Plates G6 67 

Flush Pipes 1- 

Fuller Bath Cocks .... 167 

a 

Gas Water Heaters . . . - 

Grate Cement Floors • • 1 

Grate New Star 20 

.'.rate Soil Pine u:] 

Guards Stall 210 
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Half Ring Plates .... .',!♦ 

Half Ys Roil Pin. 99 to l"" 

Hangers Ring: Pip. ,62 to M 

Hangers Soil i'i"« .... 107 

Harness Hooks 211 

Hay Racks •_•" t 2 

Headers Branched . .48 to 51 
Headers Cluster 

rJljgrfi Tank ombinatlons 

177 to 182 

Honeywell s- m . . . . 82 

Hooks Chandelier .... 65 

Hooks Harness I'll 

Hook Pint, s . . . ,53. 60 61 

Hooks Soil p|ne . . . .106 107 

Hubs Connolly s< 

Hubs Sin.,,, and Double . 88 

I 

lo rs . . . ... 

X. 

i ad lea Plumbi rs 116 

I- Iry Ti . . . .136 181 

I il Y's 10 

Lavafc • 138 t.. 168 

Lead Pip 11 v 

i Pipe n 

i Remelt, n: 

I Traps 12 1> to i 22 

I Bad Waste ii 

Lock Nuts 

Low Down unbinniioi 

168 to |76 

M 

Mansers 206 to L'OS 
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New star with ran-e boil r 
With Syph« n . . 

8e- . . . 

Twinned . . 

Wrter Heater . 
Nipples :s to 
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Oat Clean*. 
i »ffs< . . 
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Palmers 1 ba< k 

Pi) >uplinga . . . to 

Hangers . . . . <; » to 

' pad ... 

Rollers 

Soil . . . 

— 

Straps . 

Wrought 

Pipes Bath Bui i ly . . . 
Pius', Tank . . 

Supply Tank ... 
Plates Ceiling ... 
Floor .... 

PI h rought Pipe - . . 

Soil Pipe 

Pluml Ladles 

P' 



• ■ 



• • 



• • 






• ■ 



112 

64 

11!* 



83 

T I 

184 

i a 

113 

I 16 
116 



Racks Hay :u\ 

RadJa . .2\\ 

Bailing Flanges • 

Rangi lis . . las p 

Pan ■ Boiler E .202 .'03 

Red Soil Pipe ... 

Wron 7 7 

alra for New Star 1 6 to 19 

Return Ben I Pip . 87 

Return Wro 

Pipe 10 

■• I I .. rs 

Ring Plates 59 

Rolh i :•■ .... 65 

Rush Valves ... . l 
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